





Wholesale Dealers’ and Contractors’ Price List 

HIGH GRADE ELECTRICAL SUPPUES 


Prices Subject to Change Without Notice 


Effective February 15, 1929 


Telephones : 

CHestnut 9130 

7 Trunk Lines 


Man h attan 

-vv^r ELECTRICAL SUPPLY COJNC 

810 CLARK AVENUE - ST. LOUIS, MO. 


We Carry a Complete Stock of Dependable Radio and Electrical Supplies 


Dependable Merchandise 

We carry a complete line of Standard Electrical and Radio Equipment from America's Greatest 
Manufacturers. 

This assures you of Reliable and Dependable Merchandise, the Backbone of any Business. Your 
orders will receive prompt attention, and we offer you the fullest co-operation in every respect. 

Prices 

Prices found in this catalog are revised to agree with the market at the time of issue. It is under- 
stood that they are subject to change without notice. However, no customer need hesitate in placing 
orders, as he will be given the benefit of any decline, also will be notified of any substantial advance 
before his orders are filled. 

Orders 

When possible, we have placed opposite each article a You are requested to specify the routing over which you 
list number. When ordering material, kindly order by the prefer shipments to be made. In the absence of specific 
list number and give a description of the article required. instructions, we shall use our best judgment in selecting 

the route, but we are not responsible for extra drayage 
TERMS — Standard. expenses at destination. 

Returned Goods 

To save transportation charges, and to facilitate the handling of goods upon receipt, you are requested not to return 
goods without having obtained shipping instructions from us. 


This price list gives you ready information on a general line of electrical 
supplies and household appliances. If additional descriptive information is 
required on any items shown, it will be gladly furnished at your request. 

This price list is furnished for your convenience in estimating your costs 
on prospective work, in addition to making it easy for you to order merchan- 
dise from us. 

Should you be interested in purchasing material not listed in this catalog, 
just call upon us, as we are in position to serve your requirements for almost 
anything electrical. 


We Are Authorized Distributors for the Following Lines 


AMERICAN BEAUTY IRONS 
AMERICAN STEEL & WIRE CO. 
BENJAMIN MATERIAL 
CHICAGO JEFFERSON MFG. CO. 
CROUSE HINDS CONDULETS 
CUTLER HAMMER MFG. CO. 
ECONOMY FUSE & MFG. CO. 
EMERSON FANS 
ESROBERT PORTABLES 
EVEREADY BATTERIES 
“GALVADUCT" CONDUIT 
A. H. GREBE & CO., Inc. 
HAMILTON-BEACH MFG. CO. 
HART & HEGEMAN MFG. CO. 
HARVEY HUBBELL, Inc. 


JEFFERSON TRANSFORMERS 
LIONEL TOY TRAINS 
McGILL MFG. CO. 

NATIONAL CARBON CO. PRODUCTS 
NATIONAL MAZDA LAMPS 
NATIONAL METAL MOLDING 
PASS & SEYMOUR WIRING DEVICES 
PERFECTLITE FIXTURE 
RED SEAL BATTERIES 
RADIO CORPORATION OF AMERICA 
REYNOLITE PRODUCTS 
SQUARE “D” SWITCHES 
MANHATTAN PRODUCTS 
UNIVERSAL ELECTRIC APPLIANCES 


810 Clark Ave. 


NEW YORK 



ST. LOUIS 


St. Louis, Mo. 


CHICAGO 
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Physical Fitness with a 


THE SENSATIONAL 


This sensational Exerciser and 
Reducer sets on desk, table or 
chair, — for it is furnished with or 
without pedestal. Five stroke vari- 
ations, ranging from the mildest to 
the most vigorous form of body 
massage. Scientific in construction, 
convenient to operate — no exposed 
pulleys or pulley belts. The entire 
mechanism is completely enclosed. 
Finished in beautiful two-tone green 
enamel — complete with anchor 
strap and rod, and vibrating strap. 

PRICES LIST NET 

Without Stand $ 98.00 $68.60 

With Stand 122.50 85.75 


EXERCISER-REDUCER 


“Jack Sprat” 


THE PORTABLE 


Surplus Weight Safely Removed 


Fifteen Minutes a Day for — 

The Joy of RADIANT 
HEALTH'™*/ BEAUTY 


The smooth flow of vibrations 
of the “Jack Sprat” provides a 
safe, positive method of destroy- 
ing fat. Conversely, if you are 
underweight the coursing vibra- 
tions will strengthen undernour- 
ished muscles and improve circu- 
lation. The gently massaging ac- 
tion of the “Jack Sprat” stimu- 
lates the internal organs, being 
particularly beneficial in correct- 
ing intestinal stagnation. 


The “Jack Sprat” appeals to all 
the family as it combines the phy- 
sical benefits of swimming, rid- 
ing, rowing, tennis, golf and other 
sports. It is the most sensible 
and the simplest builder of health. 


Keep Yourself Fit 

Every successful man and 
woman knows the secret of being 
physically fit. Mental alertness, 
energy and a well balanced figure 
are the results of exercise — daily 
and properly administered. 


The “Jack Sprat” is an exercis- 
er — reducer — and masseur, all 

in one ! A few minutes a day with 
this wonderful health builder will 
reward you with glowing vitality, 
strengthened muscles and a lithe- 
some, supple figure. 


NEW YORK 


CHICAGO 
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Naval Observatory Time By Electricity From the Light Socket 
With the Hammond Synchronous Clock 

A NECESSITY IN EVERY MODERN 
HOME— A SPLENDID GIFT 




PORTABLE MANTEL TYPE 


Mounted in finely finished, 
close - grained mahogany case. 
Approximately 5" wide, 6" 
high. Engraved dial. Provided 
with cord for connection to 
light socket. Colonial model as 
illustrated. 

List price $14.50 

Net price 8.70 

Not a luxury or a novelty. 
Hammond Clocks are staple, 
salable merchandise. 


A completely electric clock 
— operated by electricity from 
the lighting socket — regulated 
and kept in perfect time by this 
same electricity. Never re- 
quires winding — indicator on 
dial shows if clock is operating 
correctly. It warns you if it is 
wrong. 

In this one instrument is com- 
bined the beauty and distinc- 
tion of a graceful clock with a 
degree of utility never before 
possessed by clocks in the 
home. This is the ability to 
bring Naval Observatory time. 
The Hammond Clock contains 
no springs or similar mechan- 
ism. It is driven by electricity 
and constantly regulated by 
electricity to maintain abso- 
lutely accurate time. Once con- 
nected to the electric system, 
which is accomplished by plug- 
ging into any light socket, it 
requires no attention. Requires 
no winding — no regulation. It 
never requires oiling and the 
electricity used is negligible. 
You can rely upon its accuracy 
because it carries on its dial a 
continuous indicator which tells 
at a glance if the clock has 
gained or lost more than 10 
seconds. 



WALL TYPE 


Round. Finished in white 
enamel for hospitals, kitchens, 
etc., or mahogany for offices, 
etc. 10" face. 12" over all 
diameter. 4" thick. 

List price $22.50 

Net price 13.50 

Keep these Clocks on your 
counter — in your window. 
They are easy to sell. 


How the Hammond Synchronous Clock Op- 
erates — In the Hammond Clock is a tiny iron 
disc which is revolved by an electro-magnet 
connected to the lighting circuit. Electric im- 
pulses come over the wire and these are pre- 
cisely timed by elaborate master clocks in 
central stations. Each impulse advances the 
clock by a small fraction of a second. Varia- 
tion in voltage from house to house makes no 
difference whatever in the rate, because these 


impulses are independent of voltage. The im- 
pulses being sent out over the wires are varied 
slightly from time to time by the regulation 
at the central station so that the Hammond 
Clock, as well as a master clock at the station, 
will check exactly with the U. S. Naval Ob- 
servatory time which is received at the station 
direct by wire from observatory at Washing- 
ton, D. C. 


Light and heat , even refrigeration, is delivered to the home over the electric light wires — 
now, correctly regulated time can be delivered in the same manner 
with the Hammond Synchronous Clock 
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SEASONABLE SPECIALS 

Presto Spray Gun 

(All Electric — High Pressure) 

FOR PAINTS, VARNISHES AND LACQUERS. 

The PRESTO Spray Gun is an ALL-ELECTRIC Paint Gun complete with 
motor-driven air compressor, spray nozzle and container, all in one unit 
Adjustable nozzle to suit different sizes of work. Easy to handle and simple 
to operate. Weighs but 5 pounds. 

Operates on either direct or alternating current. Air-cooled, protected by 
fire screen. 

, . Attach container holding color to be used. Plug in most convenient elec- 
tric light socket. Hold it like a gun, 6” to 8" from article to be sprayed. 

Pull tng'ger switch in pistol grip handle, and start painting or lacquering 
Equipped with 20 feet of Type SJ Rubber Sheathed Cord. 

“That’s all there is to it!” 

Saves Labor, Time, Space, Paint. Costs Less. Model No 82 

highly e effl<^ent^3ln<i*8hould P not; ^e^c^nfuse^^ftlf 'fan^typi^sprayers ^Meh rrlmnarn?? 01 '] d ? iven air ^pressor- 

?™e ent 18 aS neaT PCrfeCt aS POSSiWe in 



Dealer’s Price: 

of K fXT Z 7c?nt n alne?8 P \ e „ te box. t . h °" e qUart 8,Ze conta,ner as * h ownandset 

Extra containers, per dozen i^eo net 


Don’t Overlook This One! 



No. B98 Senior Ventilator 
$11.50 List 

tinn^fi l nAiLt^ Ve v tilator yoi L c ^ n sel 1 to any househ older— no special installa- 
tlon v * ou can it over your counter. 

f i lr off - this is a good item to display. A 
1S ? NECESSI I Y — there should be one in every kitchen and you can 

\ h,s id 5 a - T1le Rns is an ideal Ventilator for quick 
sales. Ordei a sample today and put it on your counter. 

Removes Bad Air — Circulates Fresh Air 

transom e Hn« S ia-?o ty J H * Ventilator, easily adjusted to any window or ’ 

V-^S^L.."^ 8 ,ar & e i. an wlth metal slide to keep out the cold when not in 


Ii<a<* • ; \ V im.il me euiu wnen nut in 

Rpninvpc hu? ..Vi 1 1 f sus Pf nded by springs to make it practically noiseless 
bedroom** S smoke and odors from kitchens, laundries, bathrooms and 

Mih?mi^ , ve«Hi«^f ll i ateS o PU 5! < . fres £ air in8tead - Finished in black enamel. 
Minimum ventilator length. 24 in. Maximum length when extended, 35 in. 


Less than 6. 
6 or more ... 


Dealer’s Net: 


.$7.00 ea. 
7.50 ea. 



B20 Sunkist Junior 
Electric Fruit Juice Extractor 

Bowl and fruit shredder easily removed to be 
washed, made of heavy aluminum, unaffected by 
acid. 

Bowl. 7 in. in diameter, 3% in. deep. 

Shredder driven with silent fibre gear. 

Metal non-rustable base with rubber feet. 

Off and on switch. 8-ft. cord with 2-piece 
separable plug. 

Finished in combination of gray, nickel and 
black. 

Height over all, 10 inches. Weight, 6*4 lbs. 
List price $14.95 

Net Prices 

Less than 6 $11.50 

6 or more 10.50 


A New Convenience Outlet 

No. 1035 
Rakelite 
Non-skid 
Quartap 

A round Bake- 
lite device with 
four conven- 
ience outlets. 

Rated at 15 am- 
peres, 135 volts. 

List price, 

$1.20 each 

Net prices: 

Less than 10 $0.84 each 

10 to 99 .72 each 

100 or more .63 each 


Manning-Bowman 
Automatic Iron 

Keeps Its Heat Without Overheating 




No. 1456 — 550 Watts 

Heats up quickly and holds its 

heat. A high grade Manning-Bowman 

product. 

No. 1456 Automatic Iron $7.75 list 

Dealer’s Special: 

Less than 3 $4.88 

3 or more 3.88 
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Americore Rubber Covered Wires 


am. s. at w. co. 

Solid Conductor 

Net price per 1000 ft. 

Full coil 

Size 500 ft. 1000 ft. 5000 f t 

14 Single Braid $6.20 $6.20 $ 6.0<> 

Full coil 

500 ft. 2000 ft 

12 Single Braid 10.90 10.38 

10 Single Braid 15.24 14.50 

8 Single Braid 22.36 21.29 

14 Double Braid 10.71 10.20 

12 Double Braid 13.71 13.06 

10 Double Braid 18.36 17.49 

8 Double Braid 26.98 25.69 

14 Solid Duplex 21.98 20.93 

12 Solid Duplex 28.88 27.49 

Fixture Wire 

Full coil 3oeo ft. 

18 1/64 Ins. solid R. C $4.37 $4.16 

18 1/32 Ins. solid R. C 4.89 4.66 

16 1/32 Ins. solid R. C 5.82 5.54 

Where prices shown on wire are for full coils or more it 
will be necessary to add a cutting charge to the coil price 
where less than full coils are purchased. 

Americore Stranded Conductor 




AM. s. a W. CO. 

Net price per lOOe ft. 


Size 

Lest then 

500 ft. 

500 to 
2000 ft. 

2000 ft 
end over 

No. 14 R. C. S. B. Stranded . . . 

$ 11.20 

$10.14 

$9.66 

No. 12 R. C. S. B. Stranded . . . 

16.30 

14.80 

14 09 

No. 10 R. C. S. B. Stranded . . . 

22.00 

19.98 

19.03 

No. 8 R. C. S. B. Stranded . . . 

29.60 

26.90 

25 61 

No. 6 Double Braid 

42.50 

38.66 

36.81 

No. 4 Double Braid 

Lest 

IOO ft. 

70.00 

ioo to 

500 ft. 
56.00 

500 ft. 

53.36 

No. 2 Double Braid 

90.00 

77.50 

73.80 

No. 1 Double Braid 

120.00 

104.70 

99 73 

No. 0 Double Braid 

140.00 

124.50 

118.57 

No. 00 Double Braid 

170.00 

150.50 

143.32 

No. 000 Double Braid 

200.00 

182.30 

173 63 

No. 0000 Double Braid 

250.00 

222.80 

212 20 

250,000 C. M. Double Braid. . 

300.00 

269 90 

245 39 

300,000 C. M. Double Braid. . 

350.00 

318.80 

289.82 

350,000 C. M. Double Braid. . 

390.00 

351.70 

319 68 

400,000 C. M. Double Braid. . 

450.00 

411 90 

374 46 

500,000 C. M. Double Braid. . 

550.00 

503.80 

457 95 

600,000 C. M. Double Braid . . 

670.00 

612 70 

556.98 

750,000 C. M. Double Braid . . 

830.00 

752.80 

684.09 

800,000 C. M. Double Braid. . 

890.00 

811.50 

737 73 

1,000,000 C. M. Double Braid. . 

1090 00 

988.40 

898.55 


Reliance Triple Braid Stranded Copper 
Conductor Weatherproof Wire 



AM . S- 8i W. CO. 


Size 

Pound! per 
IOOO ft. 

Net prices per 

Full coils 
to to 300 lb. 

ISO pound.** 
300 lbs. 
or more 

4 

170 

$24.50 

$22 40 

2 

270 

23.50 

21 90 

1 

328 

24.50 

22 40 

0 

424 

21.90 

20 40 

00 

522 

22.25 

20 75 

0000 

800 

22 20 

20 70 

250,000 CM 

985 

22.60 

21 10 

900,000 CM 

1894 

22.20 

20 70 


American Steel and Wire Reliance 
Weatherproof Wire 



;. a w. co. 

Triple Braid Solid Copper Conductor 

Net prices per 100 penmi* 

Pound* per Full coils ioo lbs 

Size iooo ft. 25 to 85 lb. or more 

16 20 $39.00 $36.00 

14 25 38.00 33.79 

12 35 35.00 31.77 

10 53 32.00 29.19 

8 75 29.00 26.02 

6 112 28.00 25.16 

4 164 24.87 27.00 

2 260 24.30 27.00 

1 316 27.00 24.35 

Full coils rary In weight, depending on size of wire. 

Reliance Slow Burning Wire 

Triple Braid Solid Copper Conductor 

Size 

14 

12 

10 

National Metal Molding Loom Wire 


Pound per 

Full coil 

100 lb. 

IOOO ft. 

Approx. 30 lb. 

or more 

. . 41 

$38.00 

$34.36 

. . 50 

36.00 

32.35 


33.00 

29.76 



Loomwire is a duplex or triplex conductor cable combin 
ing the essentials of non-metallic (Loom) protection direct- 
ly to the wire, supplying a neat, tough, flexible construction 
that meets the requirements of Underwriters Laboratories 
specifications and rules as adopted by Electrical Committee 
of N.F.P.A. 

Net price per IOOO ft. 



Ft. per 

Less then 

Coil to 

IOOO ft. 

Size 

coil 

net coil 

iooo ft. 

end over 

No. 14-2 Conductor Loom Wire 250 

$ 33.80 

$ 28.76 $28.25 

No. 14-3 Ditto 

...200 

53 60 

48.75 

43 75 

No. 12-2 Conductor Ditto . . 

. . .200 

47.30 

43 00 

40.50 

No. 12-3 Ditto 

. . .200 

74 40 

67.60 

63.60 

No. 10-2 Ditto 

. . .200 

62.40 

55 75 

52 75 

No. 10-3 Ditto 

. . .200 

98.50 

87 50 

83.50 

No. 8-2 Ditto 

. . .125 

100 00 

85 60 

80 30 

No. 8-3 Ditto 

... 125 

150 00 

135.68 

125 75 


Net Prices on Loom Wire Fittings 


Cet. No. 

Description 

Lest than ioo 

ioo and over 

9000 

Clip for 14-2 and 12-2 

$ 2 00C 

$ 1 15 C 

9011 

Strap for 14-2 and 12-2 

.50 C 

.255 C 

9012 

Strap fer 14-3 and 12-3 

50 C 

285 C 

9050 

W Connector 

4 50 C 

4.00 C 

9052 

Connector 

10 00 C 

9 00 C 

9054 

9^" Connector 

14 85 C 

13 85 C 


Lead Covered Wire 


Single Conductor Rubber and Lead Covered Wire for 
600 Volt Service 

Net price per IOOO ft 

IOOO ft. 
or more 

$ 25 91 
29 09 
42 10 
50 05 

83 56 

- 5 — ~ 


Size 

Style 

Conductor 

Less Then 
ioo ft. 

ioo ft. to 
IOOO ft. 

No. 14 

Solid 

$ 40.00 

$ 29 30 

No. 12 

Solid 

50 00 

32.90 

No. 10 

Solid 

60.00 

47 60 

No. 8 

Solid 

70 00 

56 60 

No. 6 

Solid 

110.00 

94.40 
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Duplex Leaded Cable 


2 Conductor Rubber and Lead Covered Cable 
for 600 Volt Service 



Style 

Less than 

Net price* per IOOO ft. 

IOO ft. iooo ft. 

Sue 

Conductor 

IOO ft. 

to IOOO ft. 

or more 

No. 14 

Solid 

$ 60.00 

$ 45.30 

$ 40.11 

No. 12 

Solid 

80.00 

65.70 

58.10 

No. 10 

Solid 

90 00 

78.50 

69.43 

No. 8 

Solid 

110.00 

94.00 

83.14 

No. 6 

Solid 

180.00 

163.90 

145.08 


Triplex Leaded Cable 


3 Conductor Rubber and Lead Covered Cable 
for 600 Volt Service 





Net price* per IOOO ft. 

No. 14 

Solid 

$100.00 

$ 89.90 

$ 79.52 

No. 12 

Solid 

120.00 

105.60 

92.52 

No. 10 

Solid 

169.00 

141.20 

124.93 

No. 8 • 

Solid 

190.00 

167.50 

148.33 

No. 6 

Solid 

310.00 

Tirex 

279.60 

247 41 


Super-Service and Rubber Sheathed Cords 


Covered over all with a heavy, tough wall of Rubber, 
Non-absorbent — Flexible — Durable — Smooth. 

Net price* per 1000 ft. 

Weitht per Lets than 250 ft. to 1000 ft. to 
Size 1000 ft. 250 ft. 1000 ft. 5000 ft. 

No. 18-2 Conductor 85 lbs. $61.20 $ 56.95 $55.25 

No. 18-3 Conductor 100 lbs. 79.20 73.70 71.50 

No. 16-2 Conductor 100 lbs. 72.00 67.00 65.00 

No. 16-3 Conductor 125 lbs. 90.00 83.75 81.25 

No 14-2 Conductor 155 lbs. 108.00 100.50 97 50 

No. 14-3 Conductor 1$5 lbs. 129.60 120.60 117.00 

No. 12-2 Conductor 190 lbs. 133.20 123.15 120.75 

No. 12-3 Conductor 230 lbs. 154 . 80 144 . 05 139 . 75 

No. 10-2 Conductor 246 lbs. 165 60 154 10 149.50 

No. 10-3 Conductor 305 lbs. 201 60 187.60 182 00 

Tirex SJ Cord 

Smaller in diameter and lighter insulation. For ,u*e on washing machine* vacuum 
eleaaera etc. 

Lest 250 ft. *50 to 1000 ft. 1000 to 5000 ft. 5000 ft 

No 18-2 cdr. Black $34.56 $32.16 $31.20 $29.28 

No. 16-2 cdr. " 46.80 44.25 41 25 39.65 

Americore 
Brewery Cord 

am. s. «• w. co. 

Twlated Pair Saturated Weatherproof Braid 

Net prlees per lOOO ft. 

Size ioo ft. 250 ft. 1000 ft. 

18 $13.00 $11.92 $11.69 

16 15.60 14.20 13.50 

14 21.50 19.60 18.65 

Americore Packing House Cord 


am. s. & w. co. 

Weatherproof Braid 

Net price* per lOOO ft. 

Size 350 ft. 1000 ft. 

18 $19.16 $18.42 

16 23.80 22.68 

14 38.85 35.74 


Reinforced Portable Cord 

tew 

AM. S. * W. CO. 

Dry Braid for Inside Use 

Net price* per lOOO ft. 
Les* than *50 to 

Size 250 ft. 1000 ft. ioo* ft. 

18 PS 1/64 Ins $16.70 $15.20 $14.46 

18 P 1/32 Ins 21.12 19.24 18.30 

16 P 3/64 Ins 25.50 23.31 22.05 

14 P 3/64 Ins 60.00 43.28 39.91 

Weatherproof Braid Portabla Cord 
For Use in Damp Places 

18PWP $19.70 $17.88 $17.04 

16PWP 24.50 22.28 21.21 

14PWP 60.00 39.93 36 73 

Heater Cord 


am. s. * w. co. 

Asbestos Covered with Cotton Braid 
Type “A f Braid Over All 


Size 

Per foot 

*5 feet 

*5* feet 

18 

...$.04 

$2.60 C 

$2. 14 C 

16 

05 

3.00 C 

2.65 C 

14 

07 

4.00 C 

3.20 C 

Type “C” 

Braided and 

Twisted 


18 

. .$.04 

$2.80 C 

$2.25 C 

16 

05 

3.20 C 

2.75 C 

14 

07 

4.20 C 

3.35 C 

American 

Beauty Heater Cord 


100BG -No. 16 

... .$.06 

$5.00 C 

$4 50 C 


Americore Cotton Lamp Cord 


am. s. a w. co. 

Twisted Pair, Green and Yellow Braid, 1/32 Ins. 

New Code 

Net price* per 1SSS ft. 

Size Lew 250 ft. 250 ft. 1000 ft. 2500 ft. 

No. 18 1/32 Ins $12.00 $10.80 $10.35 $10.10 

Lest 100 to 

Size 100 ft. 250 ft. • 250 ft. 1000 ft. 

No. 16 1/32 Ins $30.00 $17.50 $15.88 $15.14 

No. 14 3/64 Ins 40.00 26.40 23.96 22.82 

Artificial Silk Lamp Cords 

All Standard Colors in Stock 
Twisted Pair 

Net price* per ISOS ft. 

Lett than 500 to 

Size 500 ft. iooo ft. 1000 ft. 

No. 18 1/64 Ins $22.00 $18.12 $17.25 

No. 18 1/32 Ini 25.00 21.28 20.25 

Parallel 

Size Lest than 500 ft. 500 ft. 2000 ft. 

No. 18 1/64 Ins $15.55 $14.16 $13.48 

Lett than 

Size 250 ft. 250 ft. 2000 ft. 

No. 18 1/32 Ins $18.40 $16.72 $15.90 

Single Conductor Fixture Cord 

Size Lett than iooo ft. iooo ft. 3000 ft. 

No. 18 1/64 Ins. Cotton $5.00 $4.51 $4.29 

No. 18 1/32 Ins. Cotton 6.50 5.83 5.30 

No. 18 1/64 Ins. SUk 6.80 6.11 5.55 

No. 18 1/32 Ins. Silk 8.20 7.33 6.98 
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Telephone Wire 


Twisted Pair 8olld Copper Conductors 

Net prices per 1000 ft. 

Size ioo ft. 500 ft. aooo ft. 

No. 19 Dry Braid (interior) $10.00 $9.10 $8.60 

No. 19 Weatherproof Braid 8.50 7.70 7.34 

Iron Telephone Wire, B.B. Gauge 

Net prices per cwt. 

Less than 100 to 

100 lbs. 1500 lbs. 1500 lbs. 

No. 9 $ 0.50 $ 7.50 S 5.12 

No. 10 0.75 7.75 5.31 

No. 12 10.00 8.00 5.40 

No. 18 Annunciator Wire — Various Colors 

Less than 

25 lbs. 25 lbs. 

1 lb. coils (Approx. 120 ft.) $.39 lb. $.37 lb. 

6 lb. spools 38 lb. . 36 lb. 

For twisted pair annunciator wire add .04 per lb. to 
above prices. 

American Automobile Gables 


iso ft. 

$1.60 C 

2 15 C 

5.00 C 
1.55 C 
2 00 C 



Less than xoo ft. 

RR5 Plain Rubber Primary No. 14 Gauge 

3/16 O. D $1.80 C 

RR7 Plain Rubber High Tension No. 14 

Gauge 9/32 O. D 2.40 C 

B-9 Braided High Tension 14 Gauge 3/8 

0. D 6 00 C 

RS1-W16 Braid Primary or Lighting Cable 1.70 C 
GA-16 Armored Lighting Cable 2.30 C 

Galvanized Steel Guy Strand 



Composed of 7 Steel Wires Twisted Into On# Strand 
Plain Galvanized 


Diameter 

Approx. Strength 

Net price* per IOOO ft. 

500 ft. 

Inches 

in pounds 

coils 

5000 ft. 

1/4 

5/16 

1900 

. . $ 8.85 

$ 7.63 

3200 : 

. . 1250 

10 13 

3/8 

4250 

. . 1780 

15 35 

1/2 

7400 

. . 28.20 

24 35 

5/8 

11600 

Siemens-Martin Special 

. . 43 55 

Strand 

37 60 

1/4 

3150 

$13 20 

$11 50 

5/16 

5350 

19 50 

17.00 

3/8 

6950 

25 40 

22 10 

1/2 

12100 

41 20 

35 90 

5/8 

19100 

. 64 70 

56.40 


Prices on 19 strand and other sizes and styles quoted upon 
application. 

Porcelain Strain Insulators 
Brown Glazed Finish 

Net prices per 100 



Non*Metallic Flexible Conduit (Loom) 

Flextube and Alphaduct 


' FLEXTUBE 


7/32 or a/8 5/16 

Less than coil $ 3.00 Cft. $ 4.00 Cft. 

250 to 1000 ft 14.40 Mft. 17.00 Mft. 

1000 ft. to 2500 ft 13.50 Mft. 15 60 Mft. 

2500 ft. and over 13.25 Mft. 14.95 Mft. 


Large Sizes. NET PRICES PER 100 Ft. 


Size 

*a . 


X 10.80 

New National A. B. C. Double Armored 


Less than 

25 to 

IOO 

25 ft. 

too ft. 

or more 

.$ 5.40 

$4.50 

$3.15 

. 7.20 

6 00 

4 20 

. 9 00 

7.50 

5 25 

. 10.80 

9.00 

6.30 




Bushed Cable 



The Anti-Short Bushing 

A new double-armored cable with anti-short bushing 

proof against grounds and shorts. Conductors protected 
by ironed on Kraft Armor between conductors and steel. 

No. 14-2 Conductor Armored Cable 


230C 

) FT. LOTS 




Size 

Style 

Less than 
IOO ft. 

Net price* per 

IOO to 250 ft. 

a so ft. coils 

14 

2 Conductor Solid 

$ 50.00 

$ 38 50 

$ 35 00 

14 

3 Conductor Solid 

70.00 

54 00 

49 40 

14 

4 Conductor Solid 

100 00 

93 10 

84.64 

12 

2 Conductor Solid 

60.00 

54.00 

48 96 

12 

3 Conductor Solid 

80.00 

74 60 

67.80 

12 

4 Conductor Solid 

130.00 

115.42 

104 93 

10 

2 Conductor Solid 

90.00 

74.70 

10 

3 Conductor Solid 

110.00 

94 80 


8 

2 Conductor Solid 

140.00 

121 50 


8 

3 Conductor Solid 

170.00 

149 40 


6 

2 Conductor Stranded 

200.00 

175 30 


6 

3 Conductor Stranded 

240 00 

211.20 



1000 ft 

$34 00 
46 75 
86.68 
46.73 
64 55 
95.39 
66 35 


Flexsteel Armored Lamp Cord 
2-Cond. Solid $ 70.00 $ 62 00 $ 56 48 $ 53 79 



Ovalflex Flat 
Armored Cable 


Size 

Style 

Less than 
125 ft. 

Net prlcee per IOOO fi. 

125 tt. to 

IOOO ft. IOOO ft 

14 

2-Cond. Solid 

$50.00 

$44.00 

$40.26 

14 

3-Cond. Solid 

70.00 

60.00 

57 42 


Flexsteel Armor 
and Lead Covered 
Cable 

2 and 3 Conductor, Rubber and Lead Covered Cable, with 
Steel Armor Covering 

Net price* per IOOO ft. 


Size 

14 2 Cond. 
14 3 Cond. 
12 2 Cond. 
12 3 Cond. 
10 2 Cond. 
10 3 Cond. 
8 2 Cond. 
8 3 Cond. 
6 2 Cond. 
6 3 Cond. 


Style 

Solid 

Solid 

Solid 

Solid 

Solid 

Solid 

Solid 

Solid 

Str’d 

Str’d 


Less than 

IOO to 

250 ft. 

IOOO 

xoo ft. 

250 ft. 

coil 

ft. 

$140.00 

$121 00 

$111.08 

$110.00 

180 00 

154 10 

142 28 

140 00 

180 00 

157.60 

152 40 

150 00 

230 00 

200 00 

187 00 

185 25 

230.00 

200 00 

201 76 

194 65 

270 00 

242 80 

238 48 

229 50 

340 00 

314.80 

319 14 

293.35 

430 00 

392 20 



520.00 

472.20 



690.00 

627.60 





Flexible 

Steel 


So 

Size 

Wire hole 

Less than 

TOO ft. 

IOO 

or more 

Size 

Less than 100 ft. 

Conduit 

100 ft. soo ft. 

500 

2-3/8 1 1-9/16 

5 / 8 " 

$ 8 50 

$ 7.00 

Vi' 

$ 70.00 

$ 61 30 

$ 55.70 

502 

3 x 2-1/4 

1 /2" 

16 00 

14.00 

X" 

110 00 

94.00 

85 50 

504 

3-3/4 x 2-3/4 

1/2" 

22 00 

18.00 

1 " 

190 00 

176 30 

160.30 

506 

5-3/4 x 3-1/4 

7/8" 

40.00 

37.00 

IX" 

210 00 

190 00 
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Connectors for Flexsteel Cable 


TV & B. 


Takes following 
armored cables 


Size 

K. O. 


Cat. No. 

253 14 2 and 3 Cond. Cable 

12 2 and 3 Cond. Cable 

Flexible Conduit l A 
239 Duplex 14 2 and 3 Cond. Cable 
14 3 Cond. Lead 
10 3 Cond. y 2 

10 3 Cond. Lead 
X Flexible Conduit X 

8 3 Cond. Lead 
% Flexible Conduit % 

1" Flexible Conduit 1 


260 

254 

255 
261 






Wt. ico Coup- 

Less than 25 to 

100 & 

Less than 

25 to 

IOO & 




Size 

ling in lbs. 

as 

100 

over 

as 

IOO 

over 


«R9 

w 

12 .1 

> 6.00 

$ 5.00 

$ 4.52 

$ 7.00 

$ 6.00 

$ 4.95 

Net prlees 

per 100 

X" 

22 

8 00 

7.00 

6.47 

9.00 

8.00 

7.06 

Less 

50 

l" 

31 

11.00 

10.00 

8.41 

12 00 

11.00 

9 21 

than 50 

to too 

100 

iX" 

51 

16.00 

14.00 

11 75 

17.00 

15 00 

12.88 





80 

19.00 

17.00 

14.61 

20.00 

18 00 

15 93 




2" 

128 

26.00 

23.00 

19.40 

28.00 

24.00 

21 25 

$ 3.50 

$ 2.78 

$ 2.64 

2H" 

200 

37.00 

32.00 

27.92 

38.00 

35.00 

29.44 

8 00 

7 00 

6 50 

3" 

270 

52.00 

48.00 

41.87 

58.00 

53 00 

45.51 




3 A" 

420 

68.00 

63.00 

55.83 

75 00 

70 00 

60.62 

10 00 

9 50 

9.00 

4" 

490 

85.00 

78.00 

69.78 

97.00 

86 00 

75.87 




4'A" 

620 

132 00 

120.00 

104.67 

145 00 

128 00 

114.81 

10.00 

9.50 

9.00 

5" 

860 

145.00 

131.00 

115 02 

159 00 

143.00 

125.18 

15 00 
25.00 

14 00 
23.00 

13.50 

21 50 

6" 

980 

212 00 

190 00 

167 45 

231.00 

208 00 

181 95 

1 

5% CASH DISCOUNT 

ON ABOVE PRICES, 

1 


Angle Box Connectors 

265 45° Angle %" Conduit X $16.00 $15.00 $14.00 

267 45° Angle X" Conduit X. 20.00 19.00 18.00 

266 90° Angle %" Conduit X 18.00 17.00 16.00 

268 90° Angle y 2 ” Conduit X 22.00 21.00 20 00 



Takes' following Size Less 
Cat No. . armored cable K.O. than 50 

A-l Slip in one screw connector 

for 14-2 cond. cable $3.00 


Ovalflex Connectors 
and Boxes 


3176 


For use with boxes having round Vi 



2176 

14-2 Cond. Ovalflex $ 8.00 

$7.00 

$6.00 

2180 

14-3 Cond. Ovalflex 8.00 

7.00 

6.00 

2179 

14-2 Cond. Ovalflex 6.00 

5.00 

3.45 

2181 

14-3 Cond. Ovalflex 6.00 

5.00 

3.75 

2862 

Ovalflex Box3^xJ<" for 
! 1-2 & 3 wire Oval K. O. 10.00 

9.00 

7.80 


Genuine Loricated (Black Enameled) and 
Galvaduct (Galvanized) Conduit 



Loricated 

(Black) 


Net prices per 1000 ft. 

Galvaduct 



®Wt. per Less than 

2500 to 

10000 lbs to Less than 

2500 to 

10,000 lbs 

Size in. 100 ft. 

2500 lbs 

10,000 lbs 

Carload 

2500 lbs 

10,000 lbs 

to Carload 

X 

85 $ 60.46 $ 58.70 

$ 56 99 

$ 65.87 

$ 63.95 

$ 62.09 

X 

113 

76 93 

74.69 

72 51 

84 24 

81 79 

79 41 

1 

168 

110 10 

106.89 

103.78 

120 92 

117 40 

113 98 

ix 

228 

148.96 

144 62 

140 41 

163 59 

158.83 

154 21 

l X 

273 

178 12 

172.93 

167.89 

195 62 

189.92 

184.39 

2 

368 

239 64 

232.66 

225.88 

263 19 

255 52 

248.08 

2V 2 

582 

378.89 

367.85 

357 14 

416 13 

404 01 

392.24 

3 ' 

762 

495 47 

481 04 

467.03 

544 16 

528.32 

512.93 

3X 

926 

625 14 

606.94 

589 26 

683.70 

663.79 

644.46 

4 

1089 

763.79 

741 54 

719 94 

833.17 

808.90 

785.34 

4X 

1264 

889.91 

863.99 

838.83 

970.75 

942 48 

915 03 

5 

1481 

1037.08 

1006 87 

977 54 

1131 28 

1098.33 

1066.34 

6 

1919 1345.39 

1306.20 

1268 16 

1467.61 

1424.86 

1383.36 

1 

5% CASH 

DISCOUNT ON 

ABOVE 

PRICES. 


Sizes may be assorted to obtain maximum price. 

Special prices on carload quantities. 

We are also prepared to supply Aluminum Conduit for 
special installations. 


Loricated and Galvaduct Conduit Couplings 

Net prices per 100 

Lericated (Black) Galvaduct (Galvanized) 


Loricated and Galvaduct Conduit Elbows 

Net prices per 166 


Size 

Wt. 100 Less than 25 to 

100 or 

Less than 25 to 

100 or 

in. 1 

EUbows in lbs. 25 

99 

more 

25 

99 

more 

X 

80 $ 9.00 $ 8.00 $ 7 61 

$ 10 00 

$ 9 00 

$ 8.75 

% 

115 

12 00 

11 00 

10 01 

13 00 

12 00 

11 51 

1 

195 

18 00 

16.00 

14 82 

20 00 

18 00 

17 03 

1 X 

286 

24 00 

22.00 

20 77 

27 00 

24 00 

22 97 

IX 

410 

28.00 

26.00 

24 03 

35 00 

32 00 

30.09 

2 

670 

58.00 

52.00 

49 55 

65.00 

59 00 

56 15 

2)4 

1290 

94 00 

85.00 

81 09 

106 00 

97.00 

91 89 

3 

1720 

250 00 

227 00 

216 20 

283.00 

252 00 

245 00 

3 X 

2370 

552 00 

502 00 

477 50 

625 00 

568.00 

541 10 

4 

2980 

638 00 

580.00 

551 00 

723 00 

657 00 

625 20 

434 

4100 

966 00 

878.00 

835.60 

1093 00 

994 00 

946.90 

5 

5600 

1340 00 

1218 00 1160 00 

1518 00 

1380 00 

1314.50 

6 

9600 

1655 00 

1513.00 

1441 00 

1886.00 

1715 00 

1633 60 

1 

5% CASH 

DISCOUNT ON 

ABOVE 

PRICES. 


Locknuts and 
Bushings 




Less than 


Locknuts 

Net 

Less than 


Bushings 

prices per 100 


5© 

100 

100 

1000 

100 

100 

1000 

// 

. $ 1.00 

$ .53 

$ 49 $ 1.50 

$ 1.03 

$ .96 

It 

.50 

.38 

.35 

1.50 

.83 

.76 

" 

1.00 

.61 

.56 

1.50 

1.13 

1.04 


1.50 

1.19 

1 11 

3.50 

2.75 

2.57 

i" 

3.00 

2.38 

2 22 

5.00 

4.13 

3.86 

i" 

. .. 5.00 

3.88 

3.63 

6.00 

5.13 

4.80 


. .. 6.00 

5.13 

4.98 

10.50 

9.50 

8.89 

i" 

. 12.00 

10.25 

9 59 

17.00 

15.38 

14.39 


. .. 18.00 

16 63 


26.00 

23.13 


ir 

. . 26.00 

23.13 


57.00 

51.25 



. . 37.00 

33.13 


88.00 

80.00 




. .. 45.00 

40.63 


117.00 

106 25 



. .. 59.00 

53.75 


132.00 

120 00 



. .. 99.00 

90.00 


169.00 

153 75 



Galvanized Pipe Straps, 2 Hole 
Size Less than ia lb. 10 to 50 lb. 

X and % $.14 lb. $.11 lb. 

y 2 to 4" 12 lb. . 10 lb. 


50 lb. 

$ .10 lb. 
.09 lb. 



One Hole Pipe Clamps 

Jiffy Clips 

Appleton Clamps, One Hole 


Jiffy Clip 


Jiffy Clips 


Net prices per 100 

Appleton Clamps 


Size 

Less than 

IOO 

ioa 

Less than 

IOO 

too 

x 

$ 2.00 

$1 51 

$ 2.60 

$ 2.00 

x 

2.00 

1.51 

2.60 

2.00 

Vi ■■ 

2.00 

1.58 

2.50 

1.50 

X 

3.00 

1 89 

3.00 

1.90 

1 



5.20 

4.00 

IX 



9.10 

7.00 

ix 



13 00 

10.00 

2 



26.00 

20.00 

2X 



39.00 

30.06 

3 



52.00 

40.06 
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NEW YORK 


0t 


SJANHATTAN 

x ELECTRICAL SUPPLY COLlNC 


CHICAGO 


ST. LOUIS 


NATIONAL METAL MOLDING AND FITTINGS 




022 1 piece for 2-14 wires 


222 2 piece for 2-14 win 




044 


I piece for 3 or 4-14 wires 


033 


2 piece for 3 or 4-14 wires 


NET PRICE PER J 00 



Less 

100 to 

1000 


Law 


100 

1000 

ft. 


100 

022 

$5 00 

$4.50 

$4.32 

222 

$6.25 

044 

6 30 

5.85 

5 30 

033 

6 00 


100 to 

500 

1000 

ft. 

$5.25 

$4.70 

5.00 

4.85 


FITTINGS 

GROUP ONE— Fittlnifs for 022 and 222 Two-Wire molding*. 

GROUP TWO — Fitting's for 033 and 044 Two to Pour-Wire molding. 

GROUP THREE— Round Base Devices — Receptacles, Sockets, Rosettes, Boxes, Canopy 
Bases, Switches, etc. 

GROUP POUR — Square or Rectangular Base Devices taking 033 and 044 molding Direct, 
• and 022 and 222 with 300 Adapter. 

GROUP FIVE — Connectors, Couplings and Adapters for connecting Metal Molding to Con- 
duit, Armored Cable, Ovalflex^ Conduit K. O’s, Open Wiring, etc. 

GROUP SIX — Straps, Screw Anchors, Toggles, Ground Clamps and Tools. 


NET PRICE PER 100 


GROUP NO. 1 


234 

235 

236 

237 

238 

239 
300 
223 
232 


Std. 

Pkg. 

10 

20 

100 

20 

50 

50 

100 

1000 

500 


$18.00 

10.30 

9.30 

9.30 

9.30 

9.30 

2.70 

.65 

1.50 


Unit 

Pkg. 

1 

1 

20 

1 

10 

10 

10 

100 

50 


Less 
Unit 

Pkg. 

$23.00 

13.00 

10 60 $13.00 

10.60 

10 60 1 3.00 

1060 13.00 

3.70 5.00 

.75 2.00 

1.75 300 



GROUP NO. 2 



334 

120 

14.00 

30 

16.00 

25.00 

335 

30 

11.25 

1 

13.00 


336 

60 

9.35 

30 

10.60 

13.00 

437 

20 

9.35 

1 

10.60 


337 

30 

9.35 

30 

9.35 

13.00 

338 

60 

9.35 

30 

10.60 

13.00 

376 

10 

22.00 

1 

25.00 


323 

500 

,50 

50 

.75 

2.00 

332 

500 

1.50 

50 

1.80 

3.00 

500 

500 

.60 100 

.70 

2.00 


GROUP NO. 3 


339 

20 

17.65 

1 

20.00 


341 

20 

20 05 

1 

23.00 


342 

20 

20 05 

1 

23 00 


348 

20 

15.85 

10 

16.80 

20.00 

430 

10 

31 50 

10 

31 50 

40.00 

360 

10 

44.20 

10 

44.20 

50 00 

356 

20 

34.70 

10 

37 40 

45.00 

357 

20 

34.70 

10 

37.40 

45.00 

399 

100 

24.00 

10 

26.65 

31.00 

397 

10 

44 20 

10 

44 20 

50 00 

392 

100 

51.20 

10 

53 20 

60 00 

398 

100 

24.00 

10 

26 65 

31 00 

396 

100 

63.45 

10 

69 10 

75 00 

400 

50 

24 00 

5 

26.35 

31.00 

363 

10 

16.25 

10 

16.25 

18.00 



Std. 


Unit 


Pkg. 


Pkg. 

3 63- A 

10 

12.50 

10 

12.50 

363-B 

10 

15.15 

10 

15.15 

363-C 

10 

1.20 

1 

3.00 

365 

20 

29.90 

10 

33.30 

365-A 

20 

36.00 

10 

37.00 

365-B 

10 

14.50 

10 

14.50 

365-C 

20 

15.60 

10 

16.80 

366 

10 

43.80 

5 

52.45 

366-A 

10 

24.00 

5 

28.80 

365-C 

10 

24.00 

5 

28.80 

366-B 

10 

24.00 

5 

28.80 


GROUP NO. t 

1 

407 

50 

$18.00 

10 

$19.20 

370 

20 

13.20 

20 

13.20 

371 

10 

13.20 

10 

13.20 

372 

10 

13.20 

10 

13.20 

373 

10 

13 20 

10 

13.20 

438 

10 

43.75 

1 

49.00 

439 

to 

36.00 

1 

41.00 

439-S 

10 

42.35 

1 

45.00 

440 

10 

59.90 

1 

62.00 

523 

10 

90.00 

1 

108.00 

524 

1 

120.00 

1 

120.00 

525 

1 

150.00 

1 

150.00 

526 

1 

180.00 

1 

180 00 

441 

10 

36.10 

1 

38.00 

442 

10 

60.00 

1 

62 00 

513 

10 

90 00 

1 

108 00 

514 

l 

120.00 

1 

120.00 

515 

1 

150.00 

1 

150.00 

516 

1 

180.00 

1 

180 00 

447 

50 

8.05 

1 

9.00 

448 

50 

6.05 

1 

9.00 

450 

50 

6.05 

1 

9.00 

451 

50 

6.05 

1 

9 00 

452 

10 

12.10 

1 

15 00 

453 

10 

18.00 

1 

21.00 

461 

50 

6.05 

1 

9.00 

462 

10 

12.10 

1 

15.00 

463 

10 

18.00 

1 

21.00 

491 

50 

6.00 

1 

8.00 

492 

10 

12.00 

1 

15 00 

493 

10 

18 00 

1 

21.00 


Less] 

Unit 

Pkg. 

18.00 

20.00 


35.00 

42.00 

18.00 
20.00 
60.00 
32.00 
32.00 
32.00 


$24.00 

18.00 

18.00 

18.00 

18.00 


GROUP NO. 5 


301 

401 

406 

315 

316 

317 

412 

2155 

2156 

413 
414-S 
303 


Std. 


Unit 


LC88 

Pkg. 


Pkg. 


Unit 





Pkg. 

20 

6.25 

1 

7.50 


26 

6.25 

10 

7.50 

io!66 

50 

12.00 

10 

14.40 

18.00 

20 

16.80 

5 

19.20 

23.00 

20 

12.00 

10 

14.40 

17.00 

20 

12 00 

10 

14.40 

17.00 

10 

12.00 

10 

12.00 

15.00 

100 

15.00 

10 

17.50 


100 

15.00 

10 

17.50 


10 

14.40 

10 

14.40 

18.00 

10 

12.00 

10 

12.00 

15.10 

10 

2.00 

10 

2 00 

4 00 


GROUP NO. S 


245 

500 

.50 

50 

$ .60 

$ 2.00 

255 

100 

1.60 

10 

1.80 

4.00 

355 

20 

2.30 

20 

2.30 

4.00 

345 

100 

.65 

100 

.65 

1.00 

354 

50 

.80 

50 

.80 

2.00 

435 

50 

2.40 

50 

2.40 

4.00 

434 

100 

1.95 

3 00 

1.95 

3.00 

425-A 

100 

.60 

100 

.60 

1.00 

428-A 

100 

1.20 

100 

1.20 

2.00 

426 

50 

1.80 

50 

1.80 

3.00 

427 

20 

2.40 

20 

2.40 

4.00 

321-A 

1200 

1.35 

100 

1.45 

3.00 

321-B 

1200 

1.70 

100 

1.80 

3.00 

419-A 

50 

4.20 

50 

4.20 

5.00 

419-B 

50 

4.25 

50 

4.25 

6.00 

419-C 

50 

4.80 

50 

4.80 

8.00 

420-A 

100 

3.60 

100 

3.60 

5.00 

420-B 

100 

3.90 

100 

3.90 

6.00 

420-C 

100 

4.10 

100 

4.10 

8 00 

421 

25 

4.80 

25 

4.80 

8.00 

322 

1 

200.00 

1 

200 00 

418 

1 

960.00 

1 

960.00 




NEW YORK 


0t 


Manhattan 

x ELECTRICAL SUPPLY aUNCL 
ST. LOUIS 


CHICAGO 


Porcelain Knobs and Cleats 



5M» Knob 
2500 in a barrel 


2- Wire Cleat 
2500 in a barrel 
Net price* per 1000 

ioo 500 1000 Full bbl. 

hy 2 Assembled Glazed Pore. Knobs. $14.00 $11.60 $11.10 $10.35 
5 y Assembled Unglazed Pore. Knobs. 13.00 11.00 10.40 9.75 

2 or 3 wire unglazed Pore. Cleats. . . 15.00 13.00 12.60 Spec. 

Special prices quoted on 5-bbl. quantities assorted. 

Unglazed Porcelain Tubes 


Size 

5/16 x 
5/16 x 3 
5/16 x 4 
5/16 x 6 
5/16 x 14 

B and D Round Groove Single Wire 
Porcelain Cleats, Style A 





Net 

price* 

per IOOO 

No. in 

Less than 




Full 

a barrel 

IOO 

IOO 

soo 

IOOO 

bbl. 

6000 

$ 10.00 

$ 6.00 

$ 5.00 

4.45 

$3.70 

5400 

10.00 

6.30 

5.20 

4.80 

4 15 

3900 

10.00 

8.30 


7.00 

5.98 

3000 

20.00 

14.00 


11.90 

10.55 

1000 

150.00 

127.50 





Na. Size wire 
1 

IK 

2 

2K 

3 


Net price* per IOOO 

Less than 100 to 

IOO 1000 1000 


14 to 6 $30.00 

6 to 2 40.00 

2 to 0 50.00 

0 to 3/0 60.00 

3/0 to 200,000 80 00 


$23.50 

31.50 

36.00 

45.00 

57.00 


$20.00 

27.00 

30.00 
39 00 

49.00 



National Brackets 


Less than zo 

5311 one wire holder $10.00 

105-26 Two point 9" Centers .... 44.00 
105-36 Three point 64.00 

Peirce Brackets 


5311 

Net price* per IOO 
20 to 


50 

$ 9.00 

42.00 

61.00 


so 

$ 7.75 

40.00 

58.00 




234 19 

Peirce Channel Steel House Brackets, Hot Galvanized 

Net price* per 109 
*S or 

Less than 25 more 

145 1 point $20.00 $15.00 

150 1 point corner bracket 28.00 22.00 

234 2 point 35.00 28.00 

303 3 point 65.00 56.00 

Glass Screw Insulators for Use with Above Brackets 

Net price* per 100 
Less than 100 100 or more 

9 Pony Insulators $ 6.50 $5.50 

19 D. G. D. P. Insulators 10.00 8.10 



Friction and Rubber Tape 

Genuine Manson and 
Okonite Tapes 

Z 2 pound per roll wide 

Price per pound 

Manson Rubber 
Friction Okonite 

Less than 100 pounds $.67}^ $.85 
100 pounds or more .62}^ .79 

Dryden Tape 

Price per pound 

Friction Rubber 

Less than 10 lbs $0.31 $0.34 

10 to 50 lbs 30 .32 K 

50 lbs. or more 28 K .31 

Holfast 2-Plex Combination Rubber and 
Friction Tape 

Has rubber insulation on one side and friction surface 
on the other side of the SAME TAPE. 

Less than 5 lbs $0.70 lb. 

5 to 9 lbs 65 lb. 

10 to 24 lbs 63 lb. 

2 5 lbs. or more 60 lb. 

Steel Fish Tape 

.t«0' Thick Net price, per 1M ft. 

Less than aoo ft. aoo ft. to to., ft. 

1/8" Wide $1.70 $1.40 

3/16" Wide 2.55 2.10 

1/4" Wide 3.40 2.80 

We can furnish any length of tape desired. 

Solderall Paste 

Tubes contain a metal solder and flux. When heated 
will flow and unite parts the same as wire solder. 

Price per tube 

Less than t a 12 or more 

$.18 e*. $.17 ea. 

Burnleys Soldering Paste £ r A c e per 

2 oz. cans $.10 $.07 

4 oz. cans 20 .18 

8 oz. cans 25 .22 

1 pound cans 45 .4© 

Nokorode Soldering Paste 

2 oz. cans $.12 $.1© 

1 pound cans 75 .72 

10 pound cans 5.00 

Rosin and Acid 
Core Solder 

1 lb. spools $0.58 lb. 

5 lbs. or more 54 lb. 

Wire and Bar Solder 




Less than 

Price per puwaat 

io to 


io lb. 

So 

so lb. 

Wire solder 40/60 

$.44 

$.35 

$.32 

Bar solder 50/ 30 

38 

.36 

.34 

Sherman Solderless 




Fixture Connector 


Made of brass. For connecting all small wires til all 
places without solder. Strews can’t come out. 

Less than 100 to 500 

100 500 

$4.80 C $3.40 C $3. 19 C 


— 10 — 


NEW YORK 


0t 


hjanhattan 

ELECTRICAL SUPPLY COJNC. 


CHICAGO 


ST. LOUIS 


Sherman Soldering Lugs 


Size 

3/16 . 
1/4.. 
5/16 . 
3/8 .. 
7/16 . 
1/2 .. 
9/16. . 
11/16 
13/16 


No. 1 
No. 2 
No. 3 
No. 10 


Ampere 

Capacity 

Max. Str. Wire 
B & S Gauge 

Carton 

Net prices per 100 
Less 

Carton Carton 

...25 

10 

250 

$1.90 

$1.45 

...35 

8 

200 

1.95 

1.50 

...50 

6 

200 

2.50 

1.95 


4 

125 

3.05 

2.40 

...90 

2 

100 

4 15 

3.15 


0 

100 

5.00 

3 80 

. .150 

00 

100 

6.00 

4.33 

. . .200 

0000 

100 

9.00 

7.25 

. . .237 

250 C.M. 

50 

18 00 

14 25 



Copper Ground Clamps 

Net price per 100 Less than 

to 1" Heavy Weight $ 7.00 

to 2" Heavy Weight 9.00 

to 3" Heavy Weight 11.00 

to 1" Light Weight 5.00 


25 

$ 6.00 
8.00 
10.00 
4 00 


Lakin Hickeys for Bending Conduit 

Less than io 


l| No. 335 Vz *—$ 1.75 ea. 
11111 No. 336 2.75 ea. 


io 

$1.40 ea. 
1.80 ea. 


ioo 

$1.26 ea. 
1.62 ea. 


ACKERMAN-JOHNSON SHIELD 



A permanent method of anchoring machine screws in concrete 
or brick work. 

Net Prices per 100 


Screw size 

Less 25 

25 to 100 

100 and over 

6/32 

$4.00 

$3.00 

$2.22 

8/32 

4.00 

3.50 

2.63 

10/24 

4.00 

3.50 

2.90 

1/4x20 

6.00 

5.00 

4.21 


BAR TYPE HANGERS 
Union No. 10 Straight Offset Bar Hanger 


Union No. 11 Shallow Bar Hanger. 



Net Prices per 100 


Type No. 

Std. Pkg. 

Less than 25 

25 to 100 

100 

10 Straight 

11 Shallow 

100 

$12.00 

$11.00 

$ 9.95 

Offset 

50 

14.00 

13.00 

11.70 

12 Deep Offset 

50 

13.00 

12.00 

11.35 



Federal Porcelain 
Clamp Bushings 


Net prices per IOO 


Cat. 

Fits 

Std. 

Less than 



No. 

Size K. O. 

pkg. 

IOO 

IOO 

580 

A1 

Vs" 

500 

$ 3.50 

$ 2.72 


A1J* 

W 

250 

4.00 

3.27 

3 00 

A2 

: w 

250 

5.00 

3.79 


A3 

X" 

250 

7.00 

5.38 


A4 

i" 

125 

7.20 

6.40 


A5 

1 and 1 

125 

12.00 

10.72 


A6 

2" 

50 

16 00 

13 60 




Fixture Studs 

Kwikon-No-Bolt — Hickey Type 



Net prices per IOO 


No. 358 Kwikon Open Studs 

No. 359 Kwikon Open Studs 

Hollow Hickey Studs 
Yd' _ Hollow Hickey Studs 


Price of Hickey stud includes 2 
each stud. 


Less than 

50 to 


50 

500 

500 

$4.00 

$2.77 

$2.63 

6.00 

4.85 

4.25 

3.00 

2.00 

1.90 

6.00 

4.85 

4 25 


stove bolts with nuts for 

Switch Boxes for Loom 




600 Gem F. 

Sectional — 2*4" Deep 

Net prices per 1M 

Lett than 25 25 100 500 

600 Mansfield $7.00 $ 6.50 $5.90 $5 66 

Gem F Union 9.00 8 00 6 90 6.66 

Gem FC Loom Switch Box with 
2 Loom Clamps 10.00 9.00 8.05 7.77 


Switch Boxes for Conduit 

Gem US, 2" Deep 
Takes Z 2 ” conduit and BX 



Less than 25 

Mansfield 500 deep $ 9.50 

Mansfield 210 shallow 9.50 

Gem B 2 Deep 12.00 

Gem BS 12.00 

Gem X Box Deep with 

Clamps for BX 12.00 

58361 Conduit Box. 3£fxl|fxl3^". 

K. O. 1 on each end, 3 in bottom, 
each side. Ears tapped 6/32 on 3-9/32 

centers 14.00 

Covers for same. 180T for Square Handle 
Toggle Switch. 58R7 for Duplex Recep- 
tacle. 58R5 for Con’ence Outlet 11.00 10.00 

58C1 Blank covers 8.50 7.50 


Net prices per 10# 


25 

IOO 

500 

$9.00 

$8.45 

$ 8.05 

9.00 

8.45 

8.05 

11.00 

9 36 

9.04 

11 00 

9.36 

9.04 

11 00 

t 

9.36 

9.04 

1 

> 

13 00 

12 00 

11.50 



Gem Bracket Switch 
Boxes for Loom 


Gem P.B. 
Box Deep 


Net prices per 100 
Less than 25 25 , 100 500 

Gem FT consists of Gem F Box with 

Supports for Adjustable Mounting $13 50$12 50$11 20$10 80 
Gem FB Consists of Gem F Box with 

and Mounting Support Lath 14.00 13.00 11.70 11.30 

Gem FCB same as Gem FB except 
equipped with 2 No. 2 Clamps to 

hold loom 15.00 14.00 12.87 12.43 
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Union Metal Switch Box Supports 



No. BG 

Put up in bundles of ioo Sets. Price per ioo sets. 
Less than 

25 sets 35 sets 

$8.00 $6.85 


ios sets 

$6.50 


Union Ceiling Set-up Boxes 



Consisting of 3|/2 W Box / 2 ” deep with loom K. O.s and 
Bar Hanger with Stud. 

Net prices per IOO 

Less than 25 25 to 100 100 

260 B Box less ears or loom clamps. .$15.00 $14.00 $12.99 

260 CB Box less ears with loom clamps 17.00 16.00 14.74 

261 CB Box with ears and loom clamps 17.00 16.00 15.30 

Union Cable or Loom Boxes 






1286 

Diameter, Deep 


»Ya' 


1287XS 

Diameter, 


Deep 


Boxes furnished with clamp to take cable or loom. With 
886X use No. 71 Brass ferrule to protect wires when using 
cable 287X clamp takes armored cable or loom. 

Net prices per IOO 
Less than 25 25 to 100 100 

1286 Two Clamps $ 7.50 $ 7.00 $ 6.25 

1287SX Two Clamps 13.00 12.00 11.64 

Above Boxes can also be supplied with Bar Hanger. 

Union Outlet Boxes and Covers 

3J4* Octagon Boxes and Covers 


9400 


24151 

24151 

24C1 

24C2 

24C6 

24C7 

24C12 

24C28 

24C35 


1 ^3 C2E> 

24C12 24C28 

Net prices per IOS 
Black Galvanised 

Leas than Less than 

ISS IOS IOS too 

3 Vi" Box iy 2 " Deep V 2 " KO $6.00 $5.41 $7.00 $6.33 
Box 1 y 2 " Deep %" KO. 7.00 6.33 8.00 7.48 

Flat Blank Cover 3.50 2.64 4.50 3.66 

Raised Cover J4" KO 3.50 2.64 4.50 3.66 

Flat Cover y 2 ' KO 3.50 2.64 4.50 3.66 

Raised Cover %” KO 3.50 2.94 4.50 3.96 

Raised Cover for Drop Cord . . 3.50 2.94 4.50 3.96 
For Surface Wiring Devices . . 4.50 3.78 6.00 4.80 
For Sign Receptacles 4.00 3.06 5.00 4.08 

4" Octagon Covers 


S4C19 


S4C28 


54C28 For Surface Wiring Devices 

54C35 For Sign Receptacles 

54C48 High 2Vs" Opening . . . . 



Octagon Boxes and Covers 


B41K1 


54C2 


54C3 


54C7 

Net price per hundred 
Black Galvanised 

Less than Less than 

ioo ioo ioo ioo 

54151 4" Box iy 2 " Deep y 2 ” KO $ 8.00 $ 6.90 $ 9.00 $ 8.28 
54151 4" Box 1 y 2 " Deep KO 

54171 4" Box 2 ~ 

54C1 “ — - 

54C2 
54C3 

54C6 
54C7 


Flat Blank Cover 4.00 

Raised Blank Cover 4 00 

Raised Cover with Lugs 
tapped 2%" Centers 

Flat Raised K 0 4 

Raised Cover y 2 " K. O. 


9.00 

8 05 

10 00 

9.20 

13 00 

12 87 

15 50 

14 63 

4 00 

2.76 

5 00 

3.84 

4 00 

3.30 

5 00 

4.38 

4 00 

3.30 

5.00 

4.38 

4.00 

3.30 

5.00 

4.38 

5.00 

3.90 

5 50 

4.98 


4" Square Outlet Boxes and Covers 




62151 52C3 52C12 

52151 4"Sq.lJ^" Deep K. O. $ 9.00 $ 8.05 

52151 4" Sq \W Deep K. O. 10.00 9 20 

52C1 Flat Blank Cover 5.00 3.60 

52C2 Raised Closed Cover 6.00 5.04 

52C3 Raised Open Cover with 

Lugs tapped 2 Centers 7.00 5.83 

52C6 Flat Cover W K. 0 5.50 4.80 

52C7 Raised Cover M" K. O. . 9.00 7.92 

52C12 Drop Cord Cover 7.00 5.70 

52C13 Single Swt. Cover High 5.50 4.80 

52C14 Single Swt. Cover %" High 6.50 5.40 

52C15 Single Swt. Cover 1" High 9.00 7.56 

52C16 Single Swt. Coverl^" High 11.00 10.00 

52C62 Single Swt. Cover W High 5.50 4.60 


52C14 

$10 50 $ 9 66 


11.00 
6 00 

7.00 

8.00 
6.00 

10.50 
8 00 
7.50 
7.50 
10.00 
12.00 
7.00 


10 81 
4 68 
6 12 

6.93 

5.28 

9.60 

6.78 

5.88 

6.48 

8.70 

10.68 

5.65 


62C21 

52C17 Double Swt. Cover x / 2 ' High 8.00 

5208 Double Swt. Cover %" High 9.00 

5209 Double Swt. Cover 1" High. . 13.50 

52C21 Double Swt. Cover High 14.00 
52C28 For Surface Wiring Devices. . 9.00 

52 C35 For Sign Receptacle* 8.00 

52C48 Open Cover High 6.50 


52C48 

7.02 9.50 8.40 

8.00 10.00 8.88 
12.20 15.00 13.30 
12.30 14.50 13.38 
7.56 9.50 8.64 

7.02 9.00 8.00 

5.40 7.50 6.48 


4 11/16" Square Boxes and Covers 





72171 


72C1 


72C12 


72C14 


Galvanised 





, >h 


Less than 2 ; 

25 

IOO 





72151 4-11/16" Square 1H" Deep . . 

. . .$29.00 

$27.00 

$25.20 

64CS5 


54C48 

72171 4-11/16" Square 2 Deep . . 

... 35.00 

32 00 

30.00 

$4.00 $3.54 $5.50 $4.62 

72C1 Flat Blank Cover 

... 16.50 

15.50 

14.40 

. 5 00 

3.90 

5.50 

4.98 

72C2 Raised Blank Cover 

... 19.00 

18.00 

16.80 

4 50 

3.60 

5 50 

4.68 

72C12 Drop Cord Cover 

... 19.00 



. . 4.50 

3.78 

6.00 

4.86 

72C14 Single Switch Cover High. 

... 20.00 
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Concrete Boxes and Extension Rings 



SS101 63151 54631 


Wet price per hundred 


Black Galvanised 




Less than 


Less than 




IOO 

IOO 

IOO 

IOO 

55151 

4" Octagon Extension 
Ring 1J£" Deep . . . . 

$13.50 

$12.60 

$15.00 

$13.80 

53151 

4" Square Extension 
Ring 1J<3" Deep 

. 14.00 

12.60 

15.00 

13.80 

64531 

4" Octagon Concrete 
Box with Back Plate 
2" Deep 



22.00 

20 50 

54551 

4" Octagon Concrete. . 
Box with Back Plate 
3" Deep 



26.00 

23.50 


Concrete boxes take standard 4" octagon box covers. 


Shallow Ceiling Boxes Black 



MU4 56111 56121 36713 



Less than 25 

25 to IOO 

IOO 

36113 

3 y 2 " Dia. y 2 " Deep 
with Ears 8 Loom K. O 

W Center K. O $ 6.00 

$ 5.12 

$ 4.91 

36114 

Same as 36113 except with- 
out Ears 5.00 

4.08 

3.91 

56111 

4" Dia. W' Deep with Ears 

53^" K. O. in Bottom. . 6.00 

5.00 

4.80 

56121 

4" Dia. Deep with Ears 

5J^" K. O. in Bottom. . 9.00 

8.00 

6.82 

56122 

Same as 56121 except 
without Ears 8.50 

7.50 

6.50 

36713 

Plate 3 Yi' Dia. 8 loom K. 

O. Center K. O. ■ 6.00 

5.00 

4.10 


Latrobe Floor Boxes 



HO 130 


Latrobe Floor Boxes represent the last word in unique 
design, neat appearance, fewest number of parts and least 
amount of labor to install. 

Each io 

110 Complete Round Non- Ad jus- 

table Floor Box with Recept $1 . 95 ea. $1.75 ea. 

130 Adjustable Floor Box with 
Receptacle but without Bell 

Nozzle 2.95 ea. 2.75 ea. 

207 Extra Bell Nozzle 63 ea. 




Special Boxes 


DBS 


Black only Lew than ioo 

DS3 Door Switch Box 2%" Deep for 

Diamont H Switches $30.00 

200 Midget Receptacle Box 2^" Diameter 
l%" Deep for Hubbell 6282 Reeept. 

or similar 19.20 

58171 Universal Box 3-15/16" Long 1-15/16" 

wide 2" Deep and K. 0 20.30 

58C1 Flat Blank Cover for 58171 Box 6.10 


58171 

per 1M 

ioo or more 


$24.00 


15 15 

16.20 

4.85 



„ „ 15x18x4 1. 36 

Pull Boxes with covers fastened by screws can be furnished at slight 
advance in cost. 


£iy-ARK ELECTROLET ENTRANCE FITTINGS WITH 3 WIRE 
COVERS. Type FB Reversible X to 1" composition covers 1 to 
4" Porcelain covers. 




Cat No. 

FB713 

FB723 

FB733 

FB743 

FB753 

FB763 

FB773 


Size 

W 

U" 

1" 

1 \4" 
1 Vi' 
2 " 

2M" 


Type FB 


Ctn. Qty. 
5 
5 
5 
2 
2 
1 
1 


Type KB 


Type KA 


Less Ctn. 

$ .24 
.30 
.41 
.68 
1.16 
1.80 
4 20 


Net price each 


Full Ctn 
$ .22 
.27 
.37 
. 62 
1.05 


100 

$. 19 K 
. 24 
.33 
. 55 


These fittings also supplied with 2, 4, 5, 6, 7 or 8 holes. 

TYPE KA INTERIOR FITTINGS WITH 3 WIRE COVERS 

KA1013 X" 20 

KA1023 K" 20 

KA1033 1" 10 

KA1043 1 X" 5 


$0. 09 

$0. 08 

$. 07 

. 11 

. 10 

. 09 

. 14 

. 13 

. 12 

.20 

. 18 

. 17 


TYPE KB ENTRANCE FITTINGS FOR HORIZONTAL CONDUIT 
WITH 3 WIRE COVERS 

KB1113 X” 10 $0. 18 30. .16 

KB1123 X" 10 .26 .24 

KB113S 1" 5 .35 .32 

These fittings also supplied with 2 or 4 holes. 


$.15 
.22 
. 30 


Electrolets are made of high grade, 
tough, gray iron to resist rust or break- 
age. Finish is galvanized or black enam- 
el. The price is the same. Specify finish 
when ordering. 

All prices include insulators where they 
are required. 



N*. 2000 

2000 T & B Insulet for No. 14 2-cdr. BX 1.10 .10 .09 
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Arktite Condulets, Circuit Breaking Plugs and 
Receptacles 

Galvanized Arktite Condulets Take 
Arktite Plug Receptacles with Housing 


QEE120 
'Condo let 



Cat. No. 

Size 

Std. 

Pkg. 

List Price 
Each 

QEE120 

f Take 30 1 

I H" 

25 

$1 45 

QEE220 j 

1 or 60 1 

K" 

25 

1.55 

QEE320 

| Amp. j 

1" 

25 

1.65 

QEJ110 

[ Housing > 
' Take 10 

1 

W 

25 

1.30 

QEJ210 

Amp. 

H" 

25 

1.40 

QEJ310 

Housing J 

1" 

25 

1.50 


CP313 

Plus 


QJ&313 

Recept. 



Arktite Circuit Breaking Plugs 
Non- Watertight 

Std. Pkg. 10 Std. Pkg. 5 Std. Pkg. 5 
IS Amp. 30 Amp. 60 amp. 

2 pole 3.70 6.00 8.00 

3pole 5.00 6.35 8.15 

4 pole 5.60 7.25 9.15 

Arktite Receptacles with Plain 
Housings 

2 pole 4.40 6.75 7.70 

3 pole 5.75 7.05 8.00 

4 pole 6.55 7.65 9.30 

Arktite Receptacles with Spring 
Door Housing 

Q.E612 Lf” iBFSL 2 pole 5.25 7.75 8.95 

Recept. Ij wmmW 3 pole 6.75 8.05 9.25 

4 pole 7.55 8.90 10.70 

Arktite plugs and receptacles are approved as circuit breaking 
devices up to and including 200 amperes, 250 volts, D. C. or 
600 volts A. C. 

Type BP Plugs 

Galvanized Finish 

For Flexible Cdr. Flexible Conduit or Armored Cdr. 
With Cast Iron Handles, Non-Watertight. 

Without Clamping Nut 
20 AMPERE, 250 VOLT A. C. 

Cat. No. Standard Package List Price Each 
BP522 2-pole 25 $2.85 

BP523 3-pole 25 3.75 

30 AMPERE 
BP532 2-pole 25 

BP533 3-pole 25 

With Clamping Nut 
20 AMPERE 250 VOLT A. C. 

BP722 2-pole 25 

BP723 3-pole 25 

30 AMPERE 
BP732 2-pole 25 

BP733 3-pole 25 

Type BRM Plug Receptacle Condulets 
Galvanized Finish 

are furnished with 30-ampere, 250-volt 


BP532 


$2.85 

3.75 


$3.35 

4.50 

$3.35 

4.50 


2- pole Condulets 
receptacle BR2302. 

3- pole Condulets 
receptacle BR2303. 


BRM 2302 


BRM61302 


are furnished with 30-ampere, 250-volt 

Plain 

30 AMPERE. 2 50' VOLT A. C. 

Cat. No. Size Standard Pkg. List Price Each 
BRM 1302 2-pole X" 25 

BRM2302 2-pole X" 25 

BRM3302 2-pole 1" 25 

BRM 2303 3-pole X" 25 

BRM3303 3-pole 1" 25 


$2.50 

2.60 

2.70 

3.20 

3.30 


With Spring Door 

BRM61302 2-pole 25 

BRM 62302 2-pole 25 

BRM63302 2-pole 25 

BRM62303 3-pole 25 

BRM63303 3-pole 25 


$3.75 

3.85 

3.95 

4.45 

4.5 

5 


Type BRME 30° Angle Plug Receptacle 
Condulets 
Plain 

Cat. No. Standard Package List Price Each 

BRME 1302 2-pole 25 $2.50 

BRM E2302 2-pole 25 2.60 

BRME2303 3-pole 25 3.20 

BRME3303 3-pole 25 3.30 

These receptacles take BP Plugs listed above. 



Vapor Proof Condulets 


Type Size Std. Pkg. List Price 

V A 1759 Complete with globe and guard for 

75-watt lamp ]/%' 25 $4.50 

VAI2009 Ditto for 200-watt lamp 25 5.40 

V75 75- watt globe only 25 .80 

V200 200- watt globe only 25 .80 

V759 75- watt guard only 25 1.80 

V2009 200-watt guard only 25 2.25 

Can be furnished with clamp or screw guards. 


DISCOUNTS 


Lees than 

Std. Pkg. 

Std. Pkg. 

or over 

10% 

15% 

15% 

20% 

20% 

28% 


Crouse-Hinds Type F, Form 6, 
Service Entrance Condulets 
Galvanized with 3-Wire Porcelain Covers 



Cat. No. 

Size 

Ctn. Qty. 

Std. Pkg. 

List Each 

F163 

X" 

10 

50 

$ .37 

F263 

X" 

10 

50 

.46 

F363 

1" 

5 

20 

.65 

F463 

IX" 

5 

20 

1.05 

F563 

1 x" 

2 

10 

1.80 

F663 

2" 

1 

5 

3. 15 


Type F 

Also supplied with 2, 4, or 5 wire covers at same prices. 

Any assortment of Type F, Form 6 Condulets aggregating $30. 00 
list or over takes Standard Package discount. 

Type LB, Form 6, Crouse-Hinds Galvanized 
Condulets 



With 

Blank Metal 

Covers 



LB16 

X" 

10 

50 

$0.34 

LB26 

X" 

10 

50 

.38 

LB36 

1" 

5 

20 

. 50 

LB46 

IX" 

5 

20 

1.00 

LB56 

IX" 

2 

10 

1.25 

LB66 

2" 

1 

5 

2.00 


Type LB 


Any assortment of Type LB-Form 6 Condulets aggregating $30. 00 
list or over takes Standard Package discount. 


Porcelain Covers 
With Wire Holes, Form 6 


2 Wire 


3 Wire 


4 Wire 


Size For Ctn. Qty. Std. Pkg. List Each 

X or X' 2, 3, 4 wires 10 50 $ . 07 

1" 2, 3, 4, 5 wires 5 20 .10 

1 H" 2, 3, 4, 5 wires 5 20 .15 

1 X" 2, 3, 4, 5 wires 2 10 .20 

2" 2, 3, 4, 5 wires 1 5 .30 

COMPOSITION-FORM 6 

X or X" 2, 3 wires 10 50 , 10 

1" 2, 3, 4, wires 5 20 .15 

Any assortment of Porcelain or Composition Covers aggregating 
$30.00 list or over takes Standard Package discount. 


SCHEDULE X DISCOUNTS Less than Carton 42 ^ 

Carton Quantity 47 « 

For Form 6 Only Standard Package Quantity 50 c , 


Write for complete Condulet Catalog 
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The New Crouse-Hinds THREADLESS Obround Condulets 

For Standard Conduit with or without Threads. Galvanized Finish. Take Form 7, Covers and Condullettos 

Type A Type LF 


Cat. 

No. 

A197 

A297 

A397 


Cat. 

No. 

LB197 

LB297 

LB397 



Size 

Inches 

% 

% 

1 


Std. 

Wt., Libs. 

Price 

Pkg. 

Std. Pkg. 

Each 

100 

75 

* .33 

50 

50 

.44 

20 

Type B 

30 

.60 



Cat. 

Size 

Std. 

Wt., Libs. 

Price 

No. 

Inches 

Pkg. 

Std. Pkg. 

Each 

B197 

y 2 

100 

95 

9 .38 

B297 

% 

50 

70 

.50 

B397 

1 

20 

Type C 

40 

.68 



Cat. 

Size 

Std. 

Wt., Libs. 

Price 

No. 

Inches 

Pkg. 

Std. Pkg. 

Each 

C197 

y 2 

100 

95 

9 .53 

C297 

% 

50 

65 

.67 

C397 

1 

20 

40 

.95 



Type E 





Cat. 

Size 

Std. 

Wt., Libs. 

Price 

No. 

Inches 

Pkg. 

Std. Pkg. 

* Each 

E197 

y 2 

100 

80 

9 .38 

E297 

% 

50 

50 

.48 

E397 

i 

20 

30 

.67 


Type LB 



Size 

Inches 

% 

% 

1 


Std. 

Pkg. 

100 

50 

20 


Type LL 


Wt., Libs. 
Std. Pkg. 
95 
65 
40 



Type LR 



Price 

Each 

9 .58 
.70 
1.00 


Cat 

Size 

Std. 

Wt., Libs. 

Price 

No. 

Inches 

Pkg. 

Std. Pkg. 

Each 

LL197 

% 

100 

95 

9 .58 

LL297 

% 

50 

65 

.70 

LL397 

1 

20 

40 

1.00 


Cat 

Size 

Std. 

Wt., Libs. 

Price 

No. 

Inches 

Pkg. 

Std. Pkg. 

Each 

LR197 

y 2 

100 

95 

9 .58 

LR297 

% 

50 

65 

.70 

LR397 

i 

20 

40 

1.00 



Cat. 

No. 

LP197 

LF297 

LP397 


Size 

Inches 

y 2 


Std. ' 

Wt., Libs. 

Price 

Pkg. 

Std. Pkg. 

Each 

100 

125 

9 .58 

50 

70 

.70 

20 

50 

1.00 


Type T 



Cat. 

No. 

T197 

T297 

T397 

T2197 

T3197 

T3297 


Size 

Inches 

Vz 

% 

1 

i -y 2 

i-% 


Std. 

Wt., Libs. 

Price 

Pkg. 

Std. Pkg. 

Each 

100 

130 

9 .74 

50 

90 

.96 

20 

50 

1.32 

50 

90 

.96 

100 

130 

1.32 

50 

90 

1.32 


Type TB 



Cat. 

No. 

TB197 

TB297 

TB397 


Size 

Inches 

y 2 

% 

i 


Std. 

Wt., Libs. 

Price 

Pkg. 

Std. Pkg. 

Each 

100 

130 

9 .74 

50 

80 

.96 

20 

Type X 

50 

1.32 


Cat. 

No. 

X197 

X297 

X397 



Std. 

Wt., Libs. 

Pkg. 

Std. Pkg. 

75 

105 

50 

70 

20 

65 


Price 
Each 

9 .05 
1.30 
1.75 

Type UCA Connectors 

For screwing- into the threaded hub of a condulet. 

Cat. Size Std. Wt., Libs. Price 

Pkg. Std. Pkg. Each 



Inches 

% 

% 

1 


200 

100 

50 


45 

35 

35 


9 .14 
.21 
.48 


For connecting 
without threads. 


Type UCC Couplings 

2 pieces of conduit, with or 


Cat. 

No. 

UCC1 

UCC2 

UCC3 


Size 

Inches 

y 2 


Std. 

Pkg. 

200 

100 

50 


Wt., Lbs. 
Std. Pkg. 
65 
50 
55 




DISCOUNTS 





Less than 

Std. Pkg. 



Std. Pkg. 

or over 

Less than 

$15.00 list 

10% 

15% 

$ 15.00 to 

$100.00 list 

15% 

20% 

$100.00 list 

or over 

20% 

28% 


Write for complete 

catalog. 
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Crouse Hinds Obround Condulets and Covers 

In the New Obround type condulets the WEDGE NUT 
Fastener securely holds the cover or wiring device and it cannot 
become loosened by vibration. Unobstructed cover openings. 

No screws projecting inwardly. Easier installations. 


Std. List 
Pkg. Price 
100 $0.24 
50 .31 

20 .43 

20 .62 
10 .80 



The Wedge Not rpy pe A 
Fastener 



Type C 


Type E 



Type F — Form 7 


Type FS 


Type G151 


Type J1 


Type K1 


Type I>B Type LF 




Type LL Type LR 


Old 

New 


TypeNo. Type No. 

Size 

A1 

A17 

Vi' 

A2 

A27 

Vi" 

A3 

A37 

l" 

A4 

A47 

IK" 

A5 

A57 

IK" 

B1 

B17 

K" 

B2 

B27 

K" 

B3 

B37 

1" 

BE1 


K" 

BE2 


Vi" 

BE3 


l" 

Cl 

C17 

K" 

C2 

C27 

H" 

C3 

C37 

l" 

C4 

C47 

IK" 

C5 

C57 

IK" 

C6 

C67 

2" 

D1 


K" 

D2 


H" 

El 

E17 

K" 

E2 

E27 

H" 

E3 

E37 

l" 


F47 

IK" 


F57 

IK" 


F67 

2" 

FE1 


K" 

FE2 


Vi" 

FE3 


l" 

FE5 


IK" 

FE6 


2" 

FS1 


K" 

FS2 


Vi" 

FS3 


l" 

G151 


K" 

G252 


Vi" 

G353 


l" 

J1 


K" 

J2 


Vi" 

J3 


l" 


100 

50 

20 

200 

100 


.29 

.36 

.50 

.60 

.75 


50 1.10 


100 

50 

20 

20 


.36 

41 

.59 

.94 


10 1.22 
5 2.43 


50 

50 

100 

50 

20 


.34 

.41 

.29 

.35 

.50 


20 1.25 
5 1.50 
5 2 60 


100 

100 


.50 
.65 
50 1.05 
10 2.52 

5 4.40 


Type T 


50 

50 

25 

100 

50 

25 


100 

50 


.65 

.75 

.85 

.55 

.65 

90 


.60 

.75 


K1 

K2 

K3 


25 1.05 


V0 100 .50 

V0 50 .65 

1" 25 .95 


*LB11 LB17 V 2 " 100 .40 
*LB22 LB27 50 .45 

*LB33 LB37 1" 20 .65 

*LB44 LB47 1H" 20 1.05 

*LB55 LB57 1 V 2 n 10 1.40 

*LB66 LB67 2" 5 2.50 

*Types LF, LL, and LR same 
prices as LB. 

*LB, LF, LL and LR Condulets 
of the same size may be assorted 
to make standard package. 



Type X17 


Old 

New 


Std. 

List 

Type 

Type 

Size 

Pkg. 

Price 

Till 

T17 

K" 

100 

$0.48 

T222 

T27 

Vi" 

50 

.57 

T333 

T37 

l" 

20 

.80 

TB111 

TB17 

K" 

100 

.48 

TB222 

TB27 

Vi" 

50 

.57 

TB333 

TB37 

1" 

20 

.80 

TL111 

TL17 

K" 

100 

.48 

TL222 

TL27 

Vi" 

50 

.57 

TL333 

TL37 

l" 

20 

.80 

TR111 

TR17 

K" 

100 

.48 

TR222 

TR27 

Vi" 

50 

.57 

TR333 

TR37 

l" 

20 

.80 

Xllll 

X17 

K" 

75 

.60 

X2222 

X27 

Vi" 

50 

.77 

X3333 

X37 

1" 

35 

1.05 


Metal Covers 


Porcelain Covers 


New Type No. 

...170 

...270 

. . .370 

...470 

...570 

...670 


Old Type No. 

100 

200 

300 

400 

500 

600 

FS1 

FS2 

FSC1 . . 

FSC2 

DS8 Push Switch Cover 
DS33 Toggle Switch Cover 
DS21 Receptacle Cover . . 


Size Std. Pkg. List Price 

m — 

K" 
l" . 

IK' 

IK' 

2 " . 

K" 

H" 

K" 

K" 


.200 . .% 
.100.. 

50.08 

.11 




. 50.. 

. 25.. 

23 

.32 

1,: 

2, or 3-wire 

. 10.. 

45 




. 5.. 

.56 


Std. 

List 

. 50.. 

.65 

Size 

Pkg. 

Price 

. 50.. 

.75 

K" ■ 

.200 . . 

$.10 

. 50.. 

.75 

Vi" ■ 

. 100 . . 

.15 

. 50.. 

.90 

l" . . 

..50 .. 

25 

. 50.. 

15 

IK" 

..25 .. 

.36 

. 50.. 

.15 

IK" 

. .10 . . 

.48 

. 50.. 

25 

2" .. 

... 5 . . 

.60 


All covers of same size may be assorted to make standard 
package. 

New Obround Adapters, Galvanized Finish 
For adapting Obround Condulets (old style) to take new 
Obround Covers, form 7. 


Adapter 


Type 371 
Gasket 




Size 

Std. Pkg. 

List Price 

Cat. No. OHN1 

. . . V0 

100 . . 

.. .15 

Cat. No. OHN2 


50 . . 

... .20 

Cat. No. OHN3 

...1" . 

20 . . 

. 25 


Gaskets 



Old No. 

New No. 

Size 

Std. Pkg. 

List Price 

Gask 1 

371 

X” 

200 

$ .10 

Gask 2 

372 

X” 

100 

.10 

Gask 3 

373 

1" 

50 

.15 

Gask 4 

374 

IX” 

25 

.20 

Gask 5 

375 

1 Yi” 

25 

.20 


Lamp Receptacles with Shadeholder Groove 

Edison 660 Watt, 250 Volt 

Cat. No. Size Std. Pkg. List Priee 

1706 Vi” 100 $.30 

2706 X” 100 .35 

Edison Lamp Receptacles can be furnished without shadeholder at 5c 
less than above list prices. 

Hubbell Plug Receptacles 

10 Amp., 250 Volt 

1705 Vi” 100 $.40 

2705 X” 100 .45 

These fittings for Form 7 Condulets only. 



DISCOUNTS 



Less than 

Std.Pkg. 


Std. Pkg. 

or over 

Less than $15.00 list . 

10% 

15% 

$15.00 to $100.00 list. 

15% 

20% 

$100.00 list or over . 

20% 

28% 


Write for complete Condulet Catalog 


- 16 — 


NEW YORK 



ST. LOUIS 


CHICAGO 


Hart and Hegeman Sockets 



A-50 M-52 


Net prices per 10# 

Brass Shell 





Unit 

Less than 

Carton 

Unit 

No. 

Carton 

quan. 

carton 

quan. 

quan. 

A50 

Yi , Key 

25 

100 

$13.00 $12.31 $11.80 

A51 

Vi" Kevless 

25 

100 

11 00 

10.55 

10.11 

A52 

X" Pull 

25 

100 

17 50 

16.54 

15 85 

K50 

Vs" Key 

25 

100 

18.50 

17.60 

16.41 

K51 

Y%’ Keyless 

25 

100 

17.00 

15.84 

14.73 

K52 

W Pull 

25 

100 

23.00 

21.83 

20.46 

M50 

Pendant Key 

25 

100 

13.00 

12.31 

11.80 

M51 

Pendant Keyless 

25 

100 

11 00 

10 55 

10 11 

M52 

Pendant Pull 

25 

100 

17 50 

16 54 

15 85 

Electrolier (Small Size) 






EA30 

}/%" Electrolier Key 

25 

100 

13.00 

12.12 

11.54 

EA31 

H" Electrolier Keyless 25 

100 

11 00 

10 55 

10 11 

EA32 

2^" Electrolier Pull 

25 

100 

17 50 

16.54 

15.85 

EA34 

Y%' Electrolier Push 

25 

100 

13.50 

12 83 

12 29 


Brass Socket Parts 



25 

100 

4.00 

25 

100 

16 00 

25 

100 

9.50 

10 

50 

19 00 

25 

100 

4.00 

10 

50 

19.00 

10 

50 

26.00 

10 

50 

24 00 


W Cap 
X" Cap 
Vs" Cap 
Vi" Cap 
Pendant Cap 
Vs " 90° Angle Cap 
90° Angle Cap 
Attachment Plug Cap 


3.71 
14 00 
9.00 
18.00 
3.71 
18.00 
21.60 
23 00 


BO 


3.55 
13.50 
8.17 
15 70 
3 55 
17.15 
19.70 
22.00 


Brass Socket Bodies 




iWi | 

w M 57 jg 

device*'” 8 b ° djr and cap or kase numbers to obtain complete 

Net price per 10* 
Unit Less than Carton Unit 
Carton quan. carton quan. quan. 

Key Body- ; 25 100 $ 9.00 $ 8.60 $ 8.24 

to Keyless Body 25 100 7.50 6.84 6.56 

-A E ull P od ,y 25 100 13.50 12.83 12 29 

KeyKock'ngBody 25 100 44.00 42.00 40.19 

56 Wall Pull Switch Body . . 10 50 47.00 45.00 42 50 

Rosette Pull Switch Body 10 50 47.00 45.00 42 50 

58 Ceiling Pull Switch Body 10 50 47.00 45.00 42.50 

Pass and Seymour Porcelain Wiring 
Devices 




PA-S 26 


PC-S26 



Cat. No. 

PA-S26 

PA-S27 

PA-S47 

PC-S26 

PC-S27 

PC-S47 

PE-S26 

PE-S27 

PE-S47 


Unit 
Carton quan. 

Pendent Key 10 100 

Pendent Keyless 10 100 

Pendent Pull 10 100 

1/8" Cap Key 10 100 

1/8" Keyless 10 100 

1/8" Cap Pull 10 100 

3/8" Cap Key 10 100 

3/8" Cap Keyless . . 10 100 

3/8" Cap Pull 10 100 

Porcelain Socket 


PC-S47 
Net prices per 10# 

Less than Unit 

carton Carton quan. 

$25.50 $24.19 $23.18 
23.00 21.71 20.80 
46.37 
30.50 
28.02 
52.68 
33.47 
30.99 
55.65 


49.00 

32.00 

29.50 

55.00 

35.50 

33.00 

59.00 


44.44 

29.23 

26.85 

50.49 

32.43 

29.04 

53.68 


Parts 



N 


N Small Concealed Base . . . 

NA Small Slotted Base 

H Concealed Angle Base . . . 

W Cleat Base 

CS Condulet Base 



P 


P Brass Covered Base 2 

2 7/32" Dia 

Q Brass Covered Base 3" 

Dia 

R Base for 3Ji" Outlet 

Boxes 

RA Base for 3}£" or 4" Boxes 



H 


10 

100 

16 

.00 

15.00 

14.70 

10 

100 

16 

.00 

15.00 

14.70 

10 

100 

21 

.00 

20 00 

19 00 

10 

100 

21 

.00 

20.00 

19.00 

10 

100 

21 

00 

20.00 

19.00 



RA 


10 

100 

25.00 

24.00 

22 85 

10 

100 

34.00 

32.00 

30.00 

10 

100 

34.00 

32.00 

30.00 

10 

100 

60.00 

57.00 

55.00 



8-27 po 


S-26 Key Body 

S-27 Keyless Body. . . . 

S-47 Pull Body 

PA Pendent Cap .... 

PC 1/8" Cap 

PD 1/4" Cap 

PE 3/8" Cap 

PG 1/2" Alum. Cap . . ! 

PH Small Base 

PI Cleat Base 



PM 


PL Concealed Base 

2-21/32" Dia. 
PM 3K" Box Base. 

PN 4" Box Base... 

PO 3/8" Angle Cap 

PU 1/2" Angle Cap 

PV " Condulet Base , 
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PH 


10 

100 

$18.50 

10 

100 

16.00 

10 

100 

42.00 

10 

100 

7.50 

10 

100 

14 00 

10 

100 

34.00 

10 

100 

17.00 

10 

100 

47.00 

10 

100 

11.00 

10 

100 

13.00 



PO 


PI 

$17.47 $16.75 
14.99 14 36 
39.65 38.00 
6.72 6.44 

13.03 12.49 

28. 50 24.96 
16 00 15.68 
39.30 34.10 

10.50 9.80 
12.00 11 44 



PV 


10 

100 

$14.00 

10 

100 

22.00 

10 

100 

28.00 

10 

100 

56.00 

10 

100 

68.00 

10 

100 

21.00 


$13.00 $12.25 

21.00 19.60 

27.00 26.13 
47.52 40.43 
56.92 48.67 
16.20 15.10 
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216 

433 

1186 

1187 

520 


486 

486 

487 
9366 

43310 

60666 


1215 

1215 

4004 

4005 
5998 

BY-90 


Mogul Sockets 





1187 


216 

Unit Less than Ctn. 


520 

Unit 


Brass Keyless Vi’ Cap 10 50 
Pore. Keyless Cap 10 50 
Pore. Keyless J^" Cap 10 50 
Pore. Cleat 10 50 


Ctn. 

Quan. 

Ctn. 

Quan. 

Quan. 

10 

50 

$1.50 

$1.35 

$1.23 

10 

50 

1.50 

1.35 

1.23 

10 

50 

.64 

.61 

.58 

10 

50 

.64 

.61 

.58 

10 

50 

.48 

46 

.44 


Weatherproof Sockets 




3/8" Cap Aluminum 
1/2" Cap Aluminum 

Porcelain 10 250 

Pressed Mica 10 250 

Composition 10 250 




43816 

$45.00 $43.00 $41.00 

45.00 43.00 41.00 

15.00 14.00 12.96 

14.00 13.00 11.43 

15.00 14 00 12 60 


Candle Sockets 



4004 


5908 


BY-90 

Net prices per 100 

Pull Chain 10 100 $32.00 $30.00 $28.80 

Keyless 10 250 11 50 11.00 10.20 

” * ~ * — * 10 250 11 50 11.00 10.20 

10 100 11.50 11 00 10 20 

10 100 32.00 30.00 28.80 


Keyless Short Nipple 
Adjustable Keyless 
Adjustable Pull . . . 



Dims the Electric 
A staple seller. 

10 on a display card. 
Standard Package 50. 
List Less than to 

$1.00 $0.74 Net. 


Lo-Lite 

Light. Nationally known 


io to ?o 

$0.70 Net 


$0.66 Net 



Shade Holders 



*01 

501 

2 H" Uno 

505 

3H" Uno 

119 

2 H" ■■■■ 

1190 

ZX" .... 



116 

For Brass Sockets Net prices per loo 

Less than 50 50 

$ 5.00 $ 4.32 

13.00 10.71 

For Porcelain Sockets 

9 00 8.00 

18.00 16.00 


250 

$ 4 10 

10.65 


6.00 
13 55 


Receptacles for 3{ or 4" Outlet Boxes 



829 

830 

860 

849 

851 

428 

1010 

41 

110 

4109 

4113 


426 


Pore. Pull* with 6 Ft. 

Cord 

Pore. Pull, with In- 
st uiaieti Chain ... 

Pore. Same as 829 
Except Keyless . . . 

Pore. With 2K" Pore. 

Shade Holder .... 

Pore. Same as 849 
Except Keyless . . . 
Brass Pull Chain . . . 
Same as 428 Except 

Keyless 5 

Pore. Keyless for 

3K" Box 

Pore. Keyless for 4" 

Box 

Pore. Recept. 

Mounted on 3J4" 

Box Cover 10 

Same as 4109 Except 
on 4" Cover 


Net price each 


Unit 

Ctn. Quan. 

Less than Ctn. 
Ctn. Quan. 

Unit 

Quan. 

5 

50 

$1.08 

$1.03 

$ .98 

5 

50 

1.08 

1.03 

.98 

5 

50 

.54 

.51 

.49 

5 

50 

1.50 

1.35 

1.23 

5 

50 

.81 

.77 

.74 

5 

50 

1.17 

1.11 

1.06 

5 

50 

.60 

.54 

.49 

10 

100 

21.00 

20.00 

18.67 

10 

100 

26 00 

25.06 

23.33 

10 

100 

16.00 

15.00 

14. 40 

10 

100 

17.00 

16.00 

15.60 


Porcelain Receptacles 




598 

4000 


50715 

4013 







Net prices per 100 




Unit 

Less than 


Unit 

Cat. No. 

Carton 

quan. 

carton 

Carton 

quan. 

598 

2 Piece . . . 

10 

250 

$23.00 

$22 00 

$20.40 

4000 

Concealed 

10 

250 

23.00 

22.00 

20 40 

4013 

Cleat .... 

10 

250 

25 00 

20.00 

18 00 

50715 

Cleat .... 

10 

250 

7.50 

7.20 

6.90 

9171 

One Screw Cleat 10 

250 

12.00 

8.65 

8 10 


Sign and Fixture Receptacles 




ItfSM) 


997 


4003 


61988 ■ 



Unit 


54 

Net prices per 100 
Less than Unit 


Cat. No. Carton quan. 

carton 

Carton 

quan. 

997 

With 8" Insulated 
Chain 

10 100 $29.00 $27.94 $26.77 

998 

Same as 997 Except 
with 6 Ft. Cord . . 

10 100 

28.00 

26.80 

25.68 

4003 

Sign Receptacle* .... 

10 250 

19.00 

17.50 

16.70 

59108 

Sign Rec’t’le Shallow 

10 250 

14.00 

12.72 

12.19 

61988 

Sign Receptacle Deep 

10 250 

14.00 

12.72 

12.19 

54 

Sign Receptacle .... 

25 250 

12.00 

9.30 

8.75 
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Union Enclosed Fuse Cutouts 



2004 


2010 

250 Volt, N.E.C. Standard 
Single Pole Main Line 


2018 


Double Pole Main Line 


Triple Pole Main Line 



3-30 Amp., 


2025 Double Pole Double Branch 
2027 3 to 2 Wire Double Branch . . 


600 Volt, N. E. C. Standai 
Main Line 


Net price each 

Each 

IO 

$0.20 

$0.18 

36 

.33 

80 

.70 

1.89 

1.68 

. . : . 4.75 

4 20 

$0.31 

$0.28 

75 

71 

2 05 

1.85 

$0.45 

$0 42 

1.10 

1 00 


2.60 

023 

1 Base 

Net price each 

10 

50 

$0.40 

$0.37 

77 

.72 

75 

.70 

86 


n Base 

$1 12 

$0.93 

. ... 2 00 

2 30 

2 40 


Single 

Pole 

$0.36 

$0.32 

54 

.50 

1.00 

.95 

.... 2.07 

1.84 



Combination Switches 



mmmxm mmmmm 

m— i 

im 

4014 4013 

30 Amp., 125 Volt Porcelain Base 

Net price each 

Entrance Switches 

Less than 

io io too 

4014 Double Pole Fusible $0.40 $0.36 $0.34 

4021 Triple Pole Fusible 80 .66 .58 

Panel Switches 

4015 Double Pole Double Branch ...$1.85 $1.70 $1.60 

4013 3 to 2 wire Double Branch 2.00 1.75 1.65 


Edison Plug Cutout 





30 


1835 

Amperes, 125 Volt 


2180 


2965 Double Pole Main Line 

2165 Triple Pole Main Line 

1935 Double Pole Single Branch . 
2587 Double Pole Double Branch 
2199 3-2 Wire Double Branch . . . 
8042 Triple Pole Single Branch . . 
2135 Triple Pole Double Branch . 


Less than 

Net price* 

per 108 

IO 

10 

IOO 

$14.00 

$12.50 

$11.23 

. 24 00 

22.00 

19.87 

. 16.00 

14 00 

12.67 

. 27.00 

25.00 

23.00 

. 29.00 

27.00 

25.00 

. 50.00 

40.00 

34.00 

. 60.00 

50.00 

44 00 


Gem Enclosed Fuses 



Non-renewable, Non-Indicating 


250 Volt Fuses 


Net priees per IOO 


Carton 

Less than 


io cartons 

Amperes 

quantity 

carton 

Carton 

assorted 

3-30 

10 

$ 6.00 

$ 5.50 

$ 4.80 

31-60 

10 

11.00 

10.00 

9.60 

61-100 

5 

33.00 

31.00 

28.80 

101-200 

1 


68.00 

64 00 

201-400 

1 


121.00 

115 00 

401-600 

1 

600 Volt Fuses 

183.00 

176.00 

3-30 Amp. 

10 

$15.00 

$ 14.00 

$ 12.80 

31-60 Amp. 

10 

22.00 

21.90 

19.20 

61-100 Amp. 

5 

55.00 

52.00 

48.00 

101-200 Amp. 

1 


88.00 

80.00 

201-400 Amp. 

1 


193.00 

176 00 


Economy and Union 
Renewable Fuses 


Fuses 


Amps. 

3-30 

35-60 

65-100 

110-220 

225-400 


Ctn. 


250-V 
List Ea. 


600-V 
List Ea. 


Renewals 

Amps. Ctn. 


250-V 
List Ea. 


600-V 
List Ea. 

$0.05 

.06 

10 

15 

30 


10 $0.50 $ 1.10 3-30 100 $0.03 

10 1.00 1.25 35-60 100 .05 

5 2.00 3.00 65-100 50 .10 

1 4.00 5.00 110-220 25 .15 

1 7.50 11.00 225-400 10 .30 

Discount: Fuses and Renewals — Dealers 

Less than cartons 5% 

Full unbroken cartons 26% 

10 unbroken cartons, assorted 42% 

Economy Clearsite and Buss Clear Window Fuse Plugs 
3-30 Ampere, 125 Volt 
Net price* per IOO 




Packed 4 Packed 50 Packed 100 to Std. Pkg 

to Carton to Carton 5 to a Carton 

Less than 100 $3.50 $3.50 Less than 100 $3.50 

100 to 500 . . 3.00 3.00 Standard package 100 . 3.00 

500 or more 2.65 2.65 1000 2.65 

500 Buss Fuses Assorted and Counter Display 
All for - - $13.50 
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Rosettes 





1890 484 170 

One and Two-Piece Porcelain Fuseless Rosettes 


Unit Less than 


Net prices per 100 


Unit 


Cat. No. 


Carton pkg. 

carton 

Carton 

Dkg. 

1999 

1 Piece Cleat . . . . 

. . 10 100 $ 9.00 $ 8.00 $ 6.95 

483 

2 Piece Cleat . . . . 

. . 10 100 

13.00 

12.00 

10.80 

484 

2 Piece Concealed 

. . 10 100 

13.00 

12.00 

10.80 

485 

2 Piece Moulding . 

. . 10 100 

13.00 

12.00 

10 80 

170 

Ceiling Button . . . . 

. . 50 250 

7.00 

5 50 

4.80 


Cutler-Hammer Wiring Devices 




7262 7920 

Shallow Toggle Switches. Square Handles. 

Can be furnished with black or brown operating levers. 

Net prices per 100 

Unit 

Carton Quan. 
$ 22.00 $ 21.00 

62.00 50.00 

31.50 30.00 






Unit 

Less than 

No. 



Carton 

Quan. 

Carton 

7261 

Single 

Pole... 

10 

100 

$23.00 

7262 

Double 

Pole 

10 

50 

65.00 

7263 

Three 

Way... 

10 

50 

33.00 


Flush Receptacles. 

7910 Single 10 

7920 Duplex 10 


Moulded Thermoplax. 
100 $15.00 $14.00 
100 21.00 20.00 



Hart and Hegeman 
Flush Switches 



8601 


8841-D 


Tumbler Switches — Square Handle 

Net prices per 100 

Unit 

Carton quan. 

$22.00 $21.00 

62.00 59.00 

31.50 30.00 

88.00 84.00 

3 at same price. 

*.040 Gauge Plates for Square Handle Toggle Switches. 
Brushed Brass Finish 


V©. 

8601 

Single Pole 

Carton 
10 

Unit 

quan. 

100 

Less than 
carton 

$23.00 

8602 

Double Pole ... 

10 

50 

65.00 

8603 

3 Point 

10 

50 

33.00 

8604 

4 Point 

2 

10 

92.00 

Ne. 

8601 can be supplied with Plaster Eai 


No. 8841D 

1 

Gang 

20 

100 

$ 8.00 

$ 7.00 

$ 6.50 

No. 8842D 

2 

Gang 

10 

50 

16.00 

15.00 

14.00 

No. 8843D 

3 

Gang 

10 

50 

24.00 

21.00 

18.50 

No. 8844D 

4 

Gang 

5 

25 

32.00 

28.00 

26.00 


*Reynolite-Mo!ded Brown Mahogany with Bakelite 
Head or Metal Attaching Screws 


T-1101 

1 Gang . . . . 

.. 20 

100 

$10.00 

$ 9.00 

$ 8.40 

T-1102 

2 Gang . . . . 

. . 10 

50 

19.00 

18.00 

17.00 

T-1103 

3 Gang . . . . 

. . 5 

35 

29.00 

27 00 

25.00 

T-1104 

4 Gang . . . . 

4 

20 

38.00 

36.00 

34.00 


•100 gangs assorted constitute a standard package. 

See Page 36 for complete Reynoiite electric device line. 


Switch and Receptacle Combination 

A Convenient Device. 

Combines Double Pole Tumbler Switch and 
Standard Receptacle to fit Single Gang 
Switch Box. 

Net price each 
Less io or 
than io more 

No. 8998 Combination with Plate $1.50 $1.05 



Push Switches 




4401 


5118 


4403S 

2081 

2082 

2083 

2084 


Carton 

Unit 

Net prices 

Less than Carton 

quan. 

carton 

quan. 

10 

100 

$23.00 

$22.00 

10 

50 

33.00 

31.50 

10 

100 

50.00 

40.50 

10 

50 

61.00 

58.00 

10 

50 

75.00 

63.00 

2 

10 

90.00 

86.00 


Unit 

quan 

$21.00 

30.00 
36.90 

55.00 
57.40 

82.00 


*.040 Gauge Plates for Push Switches, Brushed Brass Finish 

No. 5118 1 Gang 
No. 5119 2 Gang 
No. 5120 3 Gang. 

No. 5121 4 Gang. 

*Reynolite-Molded 


.20 

100 

$ 8.00 

$ 7.00 

$ 6.50 

.10 

50 

16.00 

15.00 

14.00 

.10 

50 

24.00 

21.00 

18.50 

. 5 

25 

32.00 

28.00 

26.00 


P-1001 

P-1002 

P-1003 

P-1004 


Brown Mahogany with Bakelite 
Head or Metal Attaching Screws 


1 Gang . . . . 

. . 20 

100 

$10.00 

$ 9.00 

$ 8.40 

2 Gang . . . . 

. . 10 

50 

19.00 

18.00 

17.00 

3 Gang . . . . 

.. 5 

35 

29.00 

27.00 

25.00 

4 Gang . . . . 

4 

20 

38 00 

36.00 

34.00 


*100 gangs assorted constitute a standard package. 

Combination Plates 
.040 Gauge Duro Finish 





PE 

PF 

IF 

ID 


PB IF ID 

Net price each 

Less than io io 

Push Switch and Recept. with Lid $0.35 $0.28 

Push Switch and Recept. without Lid 30 .26 

Toggle Switch and Receptacle without Lid . .30 .26 

Toggle Switch and Duplex Receptacle 30 .26 

Door and Pendent Switches 



601 


rooo 


3742 


7007 


1521 


•601 Door Switch Light On 

when Door is Open . . 

602 Door Switch Light On 

when Door is Closed . 
1521 H&H Bakelite Feed thru 

Switch 10 

3742 II&H Ceiling Pull Switch 

Single Pole 10 

3743 Ditto Double Pole 10 

7007 Acorn Brass Pendent 

Switch 10 

7000 Porcelain Pendent Swt. 

7020 Hubbell Composition 

Switch Plug with Con- 
venience Outlet 10 

7050 Feed Thru Switch 10 


Unit Less than 
ton pkg. carton 

Net prlee each 

Carton Unit 
quan. pkg. 

10 

25 

$2.03 

$1.95 

$1.84 

2 

10 

2.03 

1.95 

1.84 

10 

100 

30 

.27 

25 

10 

30 

.88 

.85 

.82 

10 

30 

1 07 

1 02 

97 

10 

100 

.27 

.26 

.25 

10 

100 

.33 

.32 

.31 

10 

50 

.58 

.55 

.52 

10 

100 

.30 

.27 

25 
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Hart and Hegeman Snap Switches 





No. 

2161 

2163 

611 

121 

321 
2086 
2088 

122 

322 
2153 

2626 

2628 

2232 

2206 

2245 

2208 


21*3 121 2206 
Switches with Metal Covers 

Net prices per 100 

Unit Less than Unit 

Carton pkg. carton Carton pkg. 

S. P. Non-Ind. 5A. 125V 10 250 $22.00 $21.00 $19.32 
S P Ind. ... “ “ 10 250 26.00 24.00 22.08 

S. P. Tumbler " “ 10 250 22.00 21.00 19.32 

S. P. Non-Ind. 10A. 125V 10 100 44.00 42.00 39.00 

S P Ind. ... “ “ 10 100 45.00 43.00 41.00 

D.P. Non-Ind. 5A.250V 10 100 50.00 48.00 46.00 
D P Ind. ... “ “ 10100 58.00 53.00 52.00 

D. P. Non-Ind. 10A. 250V 10 100 68.00 65.00 62.00 
D P Ind. ... “ ” 10 100 68.00 65.00 62.00 

3- Way 3A.125V 10 100 43.00 41.00 39.00 


Switches with Porcelain Covers 

S. P. Non-Ind. 5A. 125V 10 100 29.00 

S. P. Ind. “ “ 10 100 32.00 

S. P. Non-Ind. 10A. 125V 5 30 50.00 

S. P. Ind. “ “ 5 30 56.00 

D.P. Non-Ind. 10A. 250V 2 10 68.00 

D.P. Ind. . . “ “ 2 10 76.00 


27.00 

30.00 

48.00 

53.00 

65.00 

72.00 


26.00 

29.00 

46.00 

51.00 

62.00 
69.00 


Levolier Switches 





50 Twilight Canopy Switch 
50 Twilight Canopy Switch 10 100 $70.00 $60.00 $50.00 
The Levolier Twi-Lite Switch fives ( the > user the ‘benefit of 
having* FULL BRILLIANCY and a SUBDUED LIGHT EF- 
FECT from the one control without forcing them to make 
their fixtures look ugly by having one-half or less of the 

la pfr S s t b turm S Bright; second turn, Dim; third turn, Out. 
When dim, current consumption is but one-third and gives 

0n 5 e 9 Se UnkCtch ht ' 10 100 $51.00 $48.50 $46.20 

Here is a companion to our No. 61 Conduit Box and Fix- 
ture Switch to be used between two links of chain on light- 
ing units having small canopies Resembles a link of chain. 
Takes the place of the “Sore Thumb and pendent switch 
and is a lot less expensive in original cost and installing. 
No extra wire needed. To assemble, ho °k t he h 

one wire, connect to terminals of switch, slide switch 
through hole in link, drop down the clasp and you re done. 
61 Fixture Switch 10 100 $51.00 $48.50 $46.20 



Flush Receptacles 




1493 

1494 

2999 

3000 
5547 
6257 
1708 


1708 3000 2999 5547 1494 

Net prices per 100 
Less than io io ioo 

H&H Single Comp $15.00 $14.00 $13.20 

H&H Duplex Comp 21.00 20.00 19.20 

H&H Signal Receptacle 62.00 60.00 57.00 

Plate for 2999 Receptacle 36.00 33.00 31.50 

Hubbell Single Pore 25.00 22.50 21.00 

Hubbell Duplex Pore 40.00 35.00 32.00 

Edison Type 14.00 13.00 12.25 


Receptacle Plates 





5548 


1709 14S5D 

Net prices per 100 
Lessthanio io 


Br. 


8631 D Single No Door Br, 

1485D Duplex Br. Br 

5548 Single No Door Br. Br. 

6258 Duplex Br. Br 

1709 Single with Lid Br. Br. 


Gauge 
.040 $ 8.00 
.040 8.00 

.060 20.00 
.060 20.00 
.040 13.00 


? 7.00 
7.00 
18.00 
18.00 
12 00 


$ 6.50 
6.50 
14.75 
14.75 
11.00 


Hubbell Plug Devices 



3180 




5420 




5612 


5574 


All devices have double “T” slots 

Net prices per 100 
Unit Less than Unit 

Carton pkf. carton Carton pkg. 

3190 Pull Socket TeTap .... 2 10 $95.00 $80.00 $70.00 

5420 Large Size Composition 

Cap .. 25 100 

5612 Large Composition Base 
5467 Plug Complete (5420 

and 5612) 10 250 

5574 Connector Body 10 

5518 Connector Complete. . . . 

(5420 and 5574) 10 


25 

100 

13.00 

11.05 

9.10 

10 

250 

25.00 

21.25 

17.50 

10 

250 

38.00 

32.30 

26.60 

10 

50 

30.00 

25.50 

21.00 

10 

50 

43.00 

36.55 

30.10 





5406 


5624 


5617 


6282 


5406 

Large Porcelain Plug ... 

10 250 $32.00 $27.20 $22.40 

5419 

Pore. Cap Only (for 

5406) 

25 100 

12.00 

10.20 

8.40 

5607 

Pore. Base Only (for 
5406) 

10 250 

20.00 

17.00 

14.00 

5624 

Conduit Box Receptacle 

10 50 

30.00 

25.50 

21.00 

5617 

Concealed Receptacle. . . 

10 50 

30.00 

25.50 

21.00 

6282 

Convenience Receptacle 
with 2%" Plate 

10 50 

65.00 

62.00 

60.00 




5424 


7057 



7585 

Net prices per IOO 

5424 Adapter 10 100 $25.00 $21.25 $17.50 

7056 “Cord Grip” Cap, 

Tandem Blades 10 50 30.00 25.50 21.00 
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7057* 

6771 

6772 
7010 

7035 


Hubbell Plug Devices, Continued 

Net price per hundred 

Unit Less than Unit 

Carton pkg. carton Carton pkg. 

‘Cord Grip” Cap, 

Parallel Blades 10 


TeTap Tandem Blades 5 

TeTap Parallel Blades 5 

Twin TeTap Tandem 

Blades 2 

Twin TeTap Parallel 

Blades 2 


50 $30.00 $25.50 $21.00 
20 30.00 25.50 21.00 
20 30.00 25.50 21.00 

10 50.00 42.50 35.00 

10 50.00 42.50 35.00 


•Caps are steel covered and take cords up to 




5621 5553 6050 6058 

Two and Three-Wire, 20 Amp., 250 Volt 
Polarized Receptacles 


5621 Concealed Base 10 

5757 Conduit Box Base 

(Flush) 10 

5553 Brass Covered Cap .... 10 

6059 Concealed Base 10 

6058 Brass Covered Cap .... 10 


30 $50.00 $42.50 $35.00 


30 

30 

30 

30 


50.00 

50.00 

65.00 

60.00 


42.50 

42.50 

55.25 

51.00 


35.00 

35.00 
45.50 

42.00 



Attachment Plugs 





903 


1465 


91 


1465 H&H Pony 2-piece Plug . 25 250 $ 9 


7700 


7700 

Net prices per 100 
00 


903 

903F 

•91 


$ 6.50 $ 4.30 
100 11.00 10.00 


Cutler Hammer 
Standard 2-Piece . . 25 
Benjamin Swivel 1-Piece 

Plug 10 

Hole Swivel Plug. . 10 
Benjamin Socket Ext. . 10 
•Adapts new 23A inside frosted 100-watt lamps to standard 
100-watt and 150-watt Reflectors. 


100 

100 

50 


11.00 

40.00 

22.50 


10.50 

37.50 
20.10 


8.75 

9.90 

32.50 

18.00 



Cutler Hammer New 
All Rubber Plug Cap 

7683 For Heavy Duty 

Each 30 loo soo 

$13.00 11.50 10.60 10.20 


Manhattan Separable Connectors 




6501 

6502 
6536 
6535 
6540 


Molded Composition 

Std. 

pkg. 

Midget 250 

Medium (Round) 100 

Rectangular (Battery Current) . . 200 

Rectangular 15 Ampere 100 

Rectangular 25 Ampere 100 


Net prices per 106 


Lesa than 
std. pkg. 

$21.00 

27.00 

42.00 
54 00 

72.00 


Std. 

pkg. 

$17.50 

22.50 

35.00 

45.00 

60.00 


Knife Switches 

Type “C” Slate Base Construction 
Unfused— 250 Volt D. C. or 500 Volt A. C. 
Fused Switches 250 Volt D.C. or A. C. 



Without Fuse Connections 

DOUBLE POLE Single Throw Double Throw 

Net Price 


Amp. Cat. No. 

Each 


Amp. 

Cat. No. 

Each 

30 

2708 

$0.45 

10 at $0.41 

30 

2712 

$0.90 

60 

2709 

.92 

10 at .83 

60 

2713 

1.56 

100 

2710 

1.88 

5 at 1.69 

100 

2714 

3.60 

200 

2711 

3.38 

5 at 3.04 

200 

2715 

6.30 

THREE POLE Single Throw 


Double Throw 


30 

2716 

$0.70 

10 at $0 . 63 

30 

2721 

1.40 

60 

2718 

1.38 

10 at 1.24 

60 

2723 

2.47 

100 

2719 

2.82 

5 at 2.54 

100 

2724 

5.52 

200 

2720 

5 07 

5 at 4.56 

200 

2725 

9.74 


DOUBLE POLE Single Throw 
30 2788 $0.72 10 at $0.65 

60 2789 1.35 10 at 1.21 

100 2790 2.75 5 at 2.48 

200 2791 5.07 5 at 4.56 


With Fuse Connections 

Double Throw 

2748 

2749 

2750 

2751 


THREE POLE Single Throw 


30 

2792 

$1.09 

10 at $0.99 

30 

2756 

60 

2793 

2.03 

10 at 1.83 

60 

2757 

100 

2794 

4 13 

5 at 3.72 

100 

2758 

200 

400 

2795 

1004 

7.61 

26.20 

5 at 6.85 

200 

2759 


30 

60 

100 

200 


Double Throw 


1.71 

2.65 

5.92 

10.92 


2.74 
4.24 

9.74 
17.47 


Motor Starting Switches 
Type C 250 Volt A. C. or D. C. 

These switches fused on one end only, other end being used 
for starting. 

DOUBLE POLE, D’ble Throw 
30 2932 2.92 


THREE POLE Doubly Throw 
30 2935 3.90 

60 2936 4.91 


Battery Knife Switches 
25 Ampere, 125 Volt Porcelain Base 


SINGLE POLE 
3055 .14 


Single Throw 
10 at .13 


DOUBLE POLE Single Throw 
3056 .23 10 at .21 


Double Throw 

3057 $0.22 10 at $0.20 

Double Throw 

3058 .31 10 at .29 


Frank Adam Safety Residence Panel 
Boards 

Mounted in Cabinet Ready to Install for 2 or 3-Wire Mains 


With Mala Lugs Only 


Type 
R 4 
R 6 
R 8 
R10 
R12 
NR4 
NR6 
NR8 


Branches 



With Main Switch 
and Fuse 
Connection* 

Type Branches Each 


R2S 

2 

$ 6.30 

R4S 

4 

7.20 

R6S 

6 

9.00 

R8S 

8 

10.80 

NR4S 

4 

6.75 

NR6S 

6 

8.10 

NR8S 

8 

9.45 
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Square D Switches 

Service Entrance Switches 



The Square D Entrance Switch is mounted on a porcelain 
base and enclosed in a steel cabinet. The door can be locked 
or sealed shut and the handle can be locked "off" by means 
of a padlock. 

Plenty of knockouts and ample wiring space make It easy 
to install. The 99000 line of entrance switches have remov- 
able ends, which permit the use of Square D meter trims. 

Net price each 


Std. 


Less 



Amps. 

Poles 

Volts 

pkg . 

quan. 

std . 

pkg . 

Std. 

pkg . 

*97211 

30 

2 

125 

10 

$ 0.90 

$ .99 

99211 

30 

2 

125 

10 

1.00 

1.10 

99311 

30 

3 

125 

5 

1.65 

1.82 

*97311 

30 

3 

125 

5 

1.35 

1.48 

99251 

30 

2 

250 

5 

1.35 

1.49 

99351 

•Unfused 

30 3 

neutral. 

250 

5 

2.38 

2.61 


Single Throw, Fused, 46000 Type 



No. 46352 


46000. Type Switches are intended for use as entrance 
switches, disconnects or for any installation demanding 
infrequent operation. The switches have the good Square D 
finish. They are designed and built not cheaply, but well. 
The fact that infrequent operation does not require the 
same unusual strength of design found in the 80000 series 
and the 90000 series, makes it possible to produce the new 
46000 line at a lower cost. 


Single Throw Fused, 46000 Type (continued) 


Less 



Amps. 

Poles 

Volts 

Std. pkg. 

Std. pkg. 

std. pkg. 

46252 

60 

2 

250 

5 

$ 4.50 

$ 4.95 

46253 

100 

2 

250 

3 

7.00 

7.70 

46254 

200 

2 

250 

2 

11.00 

12.10 

46341 

30 

3 

500 

5 

4.75 

5.23 

46342 

60 

3 

500 

3 

6.00 

6.60 

46843 

100 

3 

500 

2 

9.50 

10.45 

46344 

200 

3 

500 

1 

18.00 


46352 

60 

3 

250 

5 

5.50 

6.05 

46353 

100 

3 

250 

3 

8.50 

9.35 

46354 

200 

3 

250 

2 

14.50 

15.95 



Single Throw, 

Unfused 



41242 

60 

2 

250-500 

5 

4.50 

4.95 

41243 

100 

2 

250-500 

3 

6.00 

6.60 

41244 

200 

2 

250-500 

2 

10.50 

11.55 

41342 

30-60 

3 

250-500 

5 

4 75 

5.23 

41343 

100 

3 

250-500 

3 

6.75 

7.23 

41344 

200 

3 

250-500 

2 

12.50 

13.75 


Quick Break, Single Throw, Unfused, 
90000 Series 


Individual base construction 
makes it possible to remove 
any switch parts from the 
front of the switch in a few 
minutes’ time. 

Plenty of knockouts and 
wiring space is provided so 
that the switch can be wired 
up easily and quickly. 



91345 


Amps. 

400 


Poles 

3 


Net price each 

Volts Std. pkg. Std. pkg. Less std. pkg. 


250-500 


1 


$26 00 


Single Throw, Unfused, Porcelain Base Switches 


91251 

30 

2 

250 

10 

$ 1.45 

$ 1.60 

91351 

30 

3 

250 

10 

2.20 

2 42 

91451 

30 

4 

250 

5 

3.25 

3.78 


Quick Break, Single Throw, Fused, 
90000 Series 


Individual base construction makes 
it possible to remove any switch part 
from the front of the switch in a few 
minutes’ time. 

Plenty of knockouts and wiring 
space is provided so that the switch 
can be wired up easily and quickly. 



x9<>251 

30 

2 

250 

5 

Net price each 
$4 25 $ 4.68 

96255 

400 

2 

250 

1 

27.00 


96256 

600 

2 

250 

1 

47.00 


96261 

30 

2 

600 

3 

7 50 

8.25 

96262 

60 

2 

600 

3 

8.00 

8.80 

96263 

100 

2 

600 

2 

11.50 

12.65 

96264 

200 

2 

600 

1 

20.00 


96345 

400 

3 

500 

1 

45.00 


96346 

600 

3 

500 

1 

62.00 


x90351 

30 

3 

250 

5 

5.50 

6 05 

96355 

400 

3 

250 

1 

37.00 


96356 

600 

3 

250 

1 

55.00 


96357 

800 

3 

250 

1 

118.00 


96358 

1200 

3 

250 

1 

166.00 


96361 

30 

3 

600 

3 

8.50 

9 35 

96362 

60 

3 

600 

3 

9.00 

9.90 

96363 

100 

3 

600 

2 

13.50 

14.85 

96364 

200 

3 

600 

1 

21.00 


96441 

30 

4 

500 

5 

8.50 

9.35 

96442 

60 

4 

500 

3 

10.00 

11 00 

96443 

100 

4 

500 

2 

16.00 

17 60 

96444 

200 

4 

500 

1 

26.00 


96445 

400 

4 

500 

1 

68.00 


*96451 

30 

4 

250 

5 

3.50 

3.85 

96452 

60 

4 

250 

3 

7.00 

7.70 

96453 

100 

4 

250 

2 

14.50 

15.95 

r60 amp. switches 

with 

30 amp. 

spacing 

and clips. 



•Porcelain base; not quick break. 

A $400.00 list order entitles the contractor to standard 
package prices regardless of the quantity of any item. 
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Quick Make and Quick Break, Single 
Throw, Fused, 80000 Series 


Automatic Starter 

For Across-the-Line Application on A.C. Service. 



Cover Control 


Individual base construction makes it 
any part from the front of the switch 
time. 


•60 amp. switches with 30 amp. fuse spacing and clips. 
xSame as 86000 type without cover control. 
xxSame as 86000 type without cover control. Has compo 
sition base 


Cover cannot be opened when the switch is ‘'on." The 
switch cannot be thrown “on” when cover is open, except by 
authorized person having a Square D key (Cat. No. 70,000). 


Less than 


Cat. No. 

Amps- 

Poles 

Volts 

Std. Pkg. 

Std. Pkg. 

Std. Pkg. 

•80251 

30 

2 

250 

5 

$ 6.00 

$ 6.60 

x85251 

30 

2 

250 

10 

1.75 

1.92 

86252 

60 

2 

250 

5 

7.50 

8.25 

86253 

100 

2 

250 

3 

11.50 

12.65 

86254 

200 

2 

250 

2 

18.00 

19.80 

86341 

30 

3 

500-600 

5 

10.00 

11.00 

86342 

60 

3 

500-600 

3 

10.50 

11.55 

86343 

100 

3 

500-600 

2 

16.00 

17.60 

86344 

200 

3 

500-600 

1 

25.00 


86345 

400 

3 

500-600 

1 

49.00 


86346 

600 

3 

500-600 

1 

70.00 


•80351 

30 

3 

250 

5 

7.00 

$ 7.70 

xx85351 

30 

3 

250 

10 

2.85 

3.15 

86352 

60 

3 

250 

5 

9.50 

10.45 

86353 

100 

3 

250 

3 

15.00 

16.50 

86354 

200 

3 

250 

2 

20.00 

22.00 

86355 

400 

3 

250 

1 

45.00 


86356 

600 

3 

250 

1 

65.00 




This Square D Starter is furnished with one 
push button station, which can be conveniently 
located. 

Protects motor against Overloads, Low Volt- 
age and Burn Outs due to Single Phase operations. 

Built for heavy duty and severe operating conditions on 
A.C. service. It provides low voltage protection on 3-wire 
control and entirely eliminates burn outs through phase 
failure. By adjusting a small lever this Starter can be 
used for hand or automatic reset as desired. By the chang- 
ing of heating relay elements this Starter can be adapted 
to any size motor, ranging from % to 10 h.p. in a few 
moments time. 

Starter Rating on 
3-Phase Motors 
On 220 Volt — up to 10 h.p. 



Heavy Duty Type “A” 



The same type of switch as 
shown above, except it is not 
fused and is stocked only in 
3-pole style. 

Very practical for use as a 
disconnect switch ahead of 
compensators o r magnetic 
switches. 


Cat. No. 

Amps. 

Poles 

81351 

30 

3 

81342 

30-60 

3 

81343 

100 

3 

81344 

200 

3 

81345 

400 

3 

81346 

600 

3 


Volt* Std. Pkg. 

250 5 

250-500 5 

250-500 3 

250-500 2 

250-500 1 

250-500 1 


Net price each 


Less than 


Std. Pkg. 

Std. Pkg. 

$ 6.25 

$ 6.88 

8.00 

8.80 

12.00 

13.20 

17.00 

18.70 

35 00 


60.00 



Cover Control Key 

No. 70000 Cover Control Key 10 .25 .28 


Starter Rating on 
Single Phase Motors 
On 220 Volt — up to 5 h.p. 


No. 72352 Complete, 

with one push button station $20.40 net 

No. 70151 Extra push button stations $1.70 ea. net 


When ordering Starters please specify horsepower, volt- 
age, phases and other features of motor. 


Cabinet Supported Fuse Blocks 

TAKE STANDARDIZED DISCOUNTS. SEE PAGE 20. 

The Cabinet Supported Fuse Block is a double pole cut- 
out for Edison plug fuses. It provides accessible branch 
fuses and fits into the U-shaped twistout openings in the 
side of the standardized cabinet. Each switch may be fitted 
with one or two fuse blocks. The cover of the Square D 
block is kept closed by means of a spring. 

Cat. No. Amps. Poles Volts Std. pkg. List price 

1021 30 2 125 10 $1.55 
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Quick Make and Quick Break Motor Starters, 

Single Throw 


No. 30331 


With Accessible Main Fuses. Polyphase. List price 
. With Without 

Switch Test Blades Std. End End 

Cat. No. Poles Blades Amps. VoltsFuses or Links Pkg. Walls Walla 


*30391 

3 

3 

30 

250 

3 C 

4 L 

10 $14.50 $13.50 

30392 

3 

3 

60 

250 

3 C 

4 L 

4 

24.00 

23.10 

30393 

3 

3 

100 

250 

3 C 

4 L 

2 

35.00 

34.10 

30394 

3 

3 

200 

250 

3 C 

4 L 

1 

80.00 


30395 

3 

3 

400 

250 

3 C 

4 L 

1 

170.00 


Single Phase and D. ( 

2 

or 3-Wire 

Service. 


*30211 

2 

2 

30 

125 

2 P 

1 B 

10 

5.80 

5.40 

*30231 

2 

1 

30 

125 

1 p 

1 B 

10 

5.40 

5.00 

*30251 

2 

2 

30 

250 

2 C 

1 B 

10 

7.00 

6.60 

*30271 

2 

1 

30 

250 

1 C 

1 B 

10 

6.15 

5.75 

*30331 

3 

2 

30 125-250 

2 P 

2 B 

10 

6.50 

6.10 

*30361 

3 

3 

30 

125-250 

2 C 

4 L 

10 

7.75 

7.35 

*30371 

3 

2 

30 

125-250 

2 C 

2 B 

10 

7.00 

6.60 

*30381 

3 

3 

30 

125-250 

2 P 

2 B 

10 

7.00 

6.60 


No. 75351 

The motor starter is operated exactly as any ordinary 
switch. Merely throw the lever upward to start the motor. 
On releasing the lever, the switch automatically takes the 
running position. The running fuses are shunted by the 
use of a set of auxiliary blades during the starting period. 
The circuit is not opened in going from the starting to the 
running position. 

Pulling the lever downward stops the motor. 

Cover Control 

Cover cannot be opened when the switch is "on.” The 
switch cannot be thrown “on" when cover is open except by 
authorized person having a Square D key (Cat. No. 70,000) 


Net price eaeii 



Amps. 

Poles 

Volts Std. pkg. 

Std. pkg. 

Less 
Std. pkg 

76341 

30 

3 

500-600 5 

$12.50 

$13.75 

76342 

60 

3 

500-600 2 

18.00 

19.80 

76351 

30 

3* 

250 5 

9.00 

9.90 

76352 

60 

3 

250 2 

12.50 

13.75 

Motor 

Starters, Single Throw, No 

Cover Control 

69251 

30 

2 

250 5 

Net price each 

$ 7.50 $ 8.25 

69351 

30 

3 

250 5 

8.00 

8 80 

69352 

60 

3 

250 5 

11.50 

12.65 

69341 

30 

3 

500 3 

11.50 

12.65 

69342 

60 

3 

500 1 

17.00 



Meter Service 
Switches 



Square D Standardized 
Switches and Fittings 
Universal Type Entrance 
Switches 

This standardized switch 
combines in one device the 
service entrance unit (switch 
and cutout) and an enclosed 
dead front cutout for branch 
circuit distribution. 

The Universal Type Stand- 
ardized Switch is built in the 
same dimensions as the other 
types of standardized switches 
and consequently takes all the 
standard end walls and fit- 
tings. 


Universal Type, 30 Ampere, 125 Volt Plug Fuse Switches 


Service Switch 


Branch Circuits 


List price each 
With Without 


n No. of No. of No. of No. of No. No. fuses Std. end end 
Lat. No. poles blades fuses circuits fuses each circuit pkg. qty. walls walls 

$5.10 $4.70 
5.50 5.10 


•32211 

•32311 

*32311 

*32311 

•34211 

•34311 

•34311 


2 

3 

3 

2 

2 

3 

2 


1 

2 

2 

2 

1 

2 

2 


2 

2 

2 

2 

4 

4 

4 


1 

1 

2 

2 

1 

1 

2 


10 

10 

10 

10 

10 

10 

10 


5.50 

5.50 

6.25 

7.00 

7.00 


5.10 

5.10 

5.85 

6.60 

6.60 


*These switches are designed for any of the installations 
described under their respective catalog numbers. Descrip- 
tive wiring diagrams covering the various types of installa- 
tions will be furnished with each switch. 

250 Volt, Standardized Switches 

No. poles With Without 

_ „ 4 No. blades Std. pkg. end end 

Cat. No. Ampa. No. fuses quantity walls walls 

125-250 Volt 

30 3 2 2 Solid Neutral 10 $ 5.50 $ 5 10 

125-250 Volt 

60 3 2 2 Solid Neutral 4 11.00 10.10 

125-250 Volt 

3 2 2 Solid Neutral 2 19.00 18.10 


•57351 

27312 

27313 100 



No. 58211 

30 Ampere, 125 Volt Switches, 
Standardized 

M „ Std. With Without 

n * vt N i 0 ' ki N 5* , No * P^g. cnd end 

Cat. No. poles blades fuses qty. walls walls 

125 Volt 

55211 2 1 1 Solid Neutral 10 $3.40 $3.00 

125-150 Volt 

57311 3 2 2 Solid Neutral 10 5.10 4.70 

*58211 2 2 2 Straight 10 4.10 3.70 

2 Pole 

Discounts to Contractors and Dealers 

On Standardized Switches 

•Starred catalog numbers take 30 ampere discounts 
All 30 Ampere Standardized Switches and End Walls. 

Discounts 

In Standard Package Quantity 56% 

Less than Standard Package Quantity 52% 

All Other Standardized Switches and Fittings 

In Standard Package Quantity 51% 

Less than Standard Package Quantity 47 % 


NEW YORK 


CHICAGO 


0t 


M/ANHATTAN 

ELECTRICAL SUPPLY C0.INC 


8T. LOUIS 



Wigginton Voltage Tester 


Indicates voltage on any line up to 550 volts. 

Indicates whether current is A. C. or D. C. 

Requires no lamps. Small and easily carried. With- 
stands rough usage. 

Cat. No. Std. pkf. Net price each 

5000 1 $ 5.10 

BULL DOG SAF-TO-FUSE 

A Combined Disconnect Switch and Out Out 
250 Volts 3 Wire, 2 Fuse, Solid Neutral 



ilODERN HOME AND BUILDING 



B02S 

Fusenters Without 
Black Finish 

Circuit wire lies directly 
on screw shell, eliminating 
two joints per circuit over 
other types of contacts. 
Screw shells removable and 
replaceable without 
i jig fronts. 


No. Circuits 

Cat. No. 

Std. 

Pkg. 

Std. 

pkg. 

Less std. 
Pkg. 

2 

B02S 

25 

$0.90 

$1.00 

4 

BOiS 

10 

1.20 

1.30 

6 

BOBS 

10 

2.00 

2.25 


Bulldog Safety Fusenters with Shields 

Black Finish With Embossed Fronts 

4 BB4F 25 1.50 1.65 

6 BB6F 10 2.70 2.85 


Cat. No. SG60F. “ON” position Cat. No. SGOOF, 

Luminized “OFF” position 



Flush Type 


Amp. 

Cat. No. 

Net Each 

30 

SG30F 

$4.50 

60 

SG60F 

4.50 

Two-30 

SG30F2 

9.00 

Two-60 

SG60F2 

Surface Type 

9.00 

30 

SG30S 

$3.90 

60 

SG60S 

3 Wire, 3 Fuse, 2S0 Volts 

3.90 

30 

S330S 

4.90 

60 

S360S 

5.00 

BULLDOG 

SAFETY FUSENTERS WITH 
TYPE BSF 

SHIELD 


B«ilppei with Gang Switch Plates 



Oat. No. BS8F 8 Circuits Cat. No. BS4F 4 Circuits 
Luminized Type BSF 


Equipped with switch plates provided with rectangular 
knockouts for standard makes of toggle switches. 


No. Circuits 
4 
6 
8 
12 


Cat. No. 

BS4F 

BS6F 

BS8F 

BS12F 

Toggle Switches not included in price 


Net Each 

$ 4.00 
6.00 
9.00 
12.00 





No. Circuit* 


Cat. No. B12F 12 Circuits 

Luminized 
Flush Mounting 
Type BF 


The luminized fronts fit the 
finest decorative scheme or 
make an excellent base 
coat where other finishes 
are desired. 


Cat. No. 

B2F 

B4F 

B6F 

B8F 

B12F 

B204F 

B206F 


6 Circuit, Cat. No. BOF 


Cat. No. B4F 
Net price 

Lest Std. Pkg. 

$1.50 

2.25 

3.25 
5.30 
7.10 
7.20 

10.00 


4 Circuit, 


Std. Pkg. 

$1.40 

2.00 

3.10 

5.00 

6.75 

6.70 

9.50 
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Manhattan Pushes 



1414 


1209 


1306 


1333 


1214 Cast 4" 


1316 Stamped 2 % n Diameter 


1333 Car Push for Y%' Hole 


Brush Brass 

Net price each 

Std. pkg. 

Less than 

Std. 

quantity 

std. pkg. 

pkg- 

.... 144 

$0 20 

$0 17 

.... 10 

95 

79 

10 

64 

54 

.... 50 

60 

50 

.... 50 

41 

34 

.... 50 

40 

33 

. . . .144 

14 

11 

.... 100 

•07 H 

06 

.... 50 

21 

18 

. . . . 50 

42 

35 



1150 Floor Tread }/± 


1397 Wood Push 2y 8 n 
3194 Door Opener . . 


25 

90 

.75 

25 

47 

39 

25 

54 

45 

100 

06 

05 

25 

1 60 

1 35 


Altman Weighted Desk Pushes 




Standard Finish Mahogany — Round 

Net price each 

1 Button $1.28 5 Button $2.30 

2 Button 1.45 6 Button 2.55 

3 Button 1.70 7 Button 2.85 

4 Button 2.00 8 Button 3.15 

Rectangular with Nameplates 

2 Button $2.13 6 Button $4.08 

3 Button 2.55 7 Button 4 59 

4 Button 3.06 8 Button 5 10 

5 Button 3.57 

Cord for Compound Push Buttons 

This is made up of stranded copper wire with cotton 
braid over each conductor and green silk braid over all. 

Net prices per 100 ft. 

. . .$4.50 6 Conduetor'Cord . . .$11.25 

... 6.00 7 Conductor Cord . . 13.50 

...7.50 8 Conductor Cord ... 15.00 
... 9.00 10 Conductor Cord ... 22.50 


Blake Insulated Staples 


Net prices per 1000 

ioo to iooo or 

iooo more 


No. 1 — Narrow Style W' Long $2.00 

No. 3 — Narrow Style Long 2.50 

No. 5 — Wide Style %" Long 3.00 

No. 6 — Wide Style %" Long 3.00 


$1.60 
1.60 
1.80 
1 80 


2 Conductor Cord 

3 Conductor Cord 

4 Conductor Cord 

5 Conductor Cord 


Manhattan Bells and Burglar Alarm 
Devices 






1569 

Burglar Alarm Devices 


1845 


Net price each 


1567 Door Spring Open Circuit . . . 

1568 Door Spring Closed Circuit . . 

1569 Door Spring Make and Break 

1570 Door Trip Open Circuit 50 

1573 Transom Spring 

1574 Window Spring 50 

1582 Constant Ringing Device 25 

114 4 Ohm Relay 1 

115 20 Ohm Relay 1 

Iron Box Bells and Buzzers 


• qty. 

Less std. pkg. 

Std. pkg. 

50 

$0 23 

$0 19 

50 

27 

23 

50 

27 

.23 

50 

.80 

67 

50 

90 

75 

50 

32 

.27 

25 

1 95 

1 63 

1 


3 71 

1 


3 71 


Net price each 


Less than 

10 

10 

or more 

$0.43 

$0 41 

. 46 

44 

.61 

59 

. . .42 

40 

.65 

52 

. . .74 

59 

. . 96 

.77 

64 

51 

1 14 

92 


1845 2J'£" Non-adjustable $0.43 

1846 3" Non-adjustable 46 

1847 4" Non-adjustable 61 

1848 Non-adjustable Buzzer 42 

1855 2 l /2 n Adjustable Bell 65 

1856 3" Adjustable Bell 74 

1857 4" Adjustable Bell 96 

1858 Adjustable Buzzer 64 

Fancy Gong Bells 1.14 

Single Magnet Bells and Buzzers 

Net price each 

Less 30 to ioo or 

than 30 ioo more 

1880 Bell 2)4" $0.26 $0,245 $0.23 

1881 Buzzer 23 .22 21 

Skeleton Bells, Peerless Class “A” 

Net price each 


No. 

2080 

2081 

2082 

2084 

2086 


Size 

2H" 
3" . 
4" . 
6 " 

8 " .. 


2087 10" . . 4 

2088 12" 4 

Class “B” 

3" 

4" 

6 " 

8 " 


1972 

1973 

1975 

1976 


Std. 

Broken 

Std. 

pkg. 

Pkg. 

pkg. 

\ 8 

$3 55 

$2.85 

. r 8 

3.75 

3 00 

r 8 

4 45 

3.55 

. 12 

6.60 

5 25 

. 6 

10 00 

8.00 

. 4 

16 50 

12 40 

. 4 

19 35 

15 50 

8 

3 45 

2 75 

. 8 

4 10 

3 30 

' 12 

5 40 

4 40 

5 6 

8 95 

7 15 


Edwards A. C. Bells 


The best quality, no contact, polarized plunger type bell 
for all A.C. voltages. Bells listed below will operate on 8 to 
16 volts A.C. Can be furnished up to 250 volts A.C. Write 
for price list. 

For open wiring, indoor type, no grid. 

rn c. . Net price each 

No. 551 Single gong type. Standard package, 5. 

Less than 5 

3" Size $5.70 

4" Size 6.15 

6" Size 19.20 

8" Size 12.78 


5 or more 

$4.75 
5 12 
8 50 
10 65 
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New Combination 
Bells and Buzzers 


The EDWARDS COMBEL. A double mag- 
net bell and double magnet buzzer on one 
frame with the complete mechanism (except 
the binding posts) under a neat cover. 

The EDWARDS TUBEL. Two double magnet bells of 
different tone on one frame with the complete mechanism 
(except the binding posts) under a neat cover. 

Less than 50 or 

List 50 more 

$1.12 $0.67 $0.56 

1.20 .72 .60 

Finished in gray enamel that may be repainted to match 
surrondings if desired. Excellent operation on battery or 
transformer. Ideal labor saver for residence, apartment or 
flat work. 


. Std. 

Cat. No. pkg. 

737 Combel 50 

738 Tube! 50 



Columbia 

New Model *‘B” Mail Boxes for 
\partment hoiises approved by the 
U. S. Post, Office Department. 
Heavy Brass Front 
Brushed Brass finish only. 
Height, single row mounting with- 
out push buttons or mouthpieces, 
16 over all. With pushes and 
mouthpieces, 17%" over all. 

Net prices per box 

Not less than 3-gang units. 

_ Less Than 

Type P Boxes without push buttons 12 Gangs 
or mouthpieces $2 . 00 ea. 

Type “PB” Boxes with midget bell push 

buttons but no mouthpieces 2 20 ea. 

Type “PM” Boxes with midget bell push 
buttons and one mouthpiece for each 
three gangs 2.30ea. 

Extra mouthpieces 25 ea. 

One and Two Unit Mail Boxes. For one and two family houses. 

The Post Office Department will not install government master 

locks on installation of less than three mail boxes. 

Type IP Single Unit Box Plain $2.85 ea. 

Type IBP Single Unit Box w>th push 

button 3. 10 ea. 

Type IPM Single Unit Box speaking tube 

type with push buttons 3.20 ea. 

Type 2P Double Unit Box Plain 2 85 ea. 

Type 2PB Double Unit Box with push 
button 3.10 ea. 

Type 2PM Double Unit Box speaking 

tube type with push buttons ........ 3.20 ea. 


12 Gangs 
or Moie 

$1 . 90 ea. 
2.10 ea 


2.20 ea. 

. 25 ea. 


$2 75 ea. 

3.00 ea. 

3 20 ea. 
2.75 ea. 

3 00 ea. 


3 10 ea. 



Green Tin Cone and Flat Shades 

Made of best quality smooth tin, 
painted green outside, white enameled 
inside. Standard 2 %" holders. 


8 " 

10 " 

12 " 

8 " 

10 " 

12 " 

14" 

7" 


r Type 

Cone 

Less than 

IO 

$0.20 

io to 

$0.18 

as and 
over 

$0.16 

Cone 

24 

.21 

.20 

Cone 

42 

.38 

.32 

Flat 

19 

.17 

.15 

Flat 

20 

.18 

.16 

Flat 

36 

.33 

.28 

Flat 

54 

.49 

.34 

Deep Cone 

20 

.18 

.16 


Crescent Lamp Coloring 


A dipping cup furnished with each pint and quart bottle. 

Price per bottle 

i to 6 6 to 

pints 12 pints 

1 Pint Bottles $1.40 $1.20 

1 Quart Bottles ... . 2.80 2.40 


Crouse Hinds Floodlight Projectors 



Crystal Glass Reflectors with eith- 
er smooth or hammered surface. 

Mounting — Steel trunion on cast 
iron base. 

Focusing Mechanism — One way, 
hand operated by wing nut on out- 
side of case. 

Lens — Spread or diffusing, con- 
vex, heat resisting lens can be fur- 
nished. 

Adjustable Stops — Two simple ad- 
justable stops are provided so that 
projector can be tipped completely 
over or turned around, or both, for 
relamping and cleaning, and then 
returned to the exact original set- 
ting. 


Type LCE Medium and Long Range 


Reflector Size Cat. No. 

Hammered glass 12" 40383 

Smooth glass 12" 40382 

Hammered glass 16" 40389 

Smooth glass 16" 40388 

Hammered glass 20" 

Smooth glass 20" 

Hammered glass 24" 

Smooth glass 24" 

Type LDE Long 

Molded glass 10" 40371 

Smooth glass 10" 40359 


Cast Iron Cast Alum- 


Case 

Cat. No. 

inum Case 

$29.00 

40380 

$36.50 

29.00 

40379 

36.50 

..47.00 

40386 

60.75 

47.00 

40385 

60.75 


40355 

105.00 


40353 

105.00 


40356 

150.00 


40008 

150.00 

Range Only 


$33.75 

40370 

$36.25 

28.75 

40345 

31.25 



X-Ray Show Window Lighting Equipment 


LCE12 200-watt, PS-30 Bulb; 250- watt, G-30 Bulb. 

LCE16 300 or 500-watt, PS Bulb; 500-watt, G-40 Bulb. 
LCE20 750 or 1000-watt, PS-52 Bulb. 

LCE24 750 to 1500-watt, PS-52 Bulb. 

LDE10 94, 100 or 150-watt, P-25 concentrated filament 
lamp. 

Above prices F.O.B. Factory. 


*10 

Size lamp 

No. (watts) 

400 Jack with Holder 100-150 

410 Jill with Holder 100-150 

500 King with Holder 200 

510 Queen with Holder 200 

778 Scoop 100 

7 Scoop Junior 50 

11 Hood Junior 50 

88 Window Floodlight with Color Frame 

and Gelatins 500 

33 Window Floodlight with Color Frame 

and Gelatins 200 


Std. 

pkg. 

10 

10 

10 

10 

24 

40 

40 


12.60 


List 

price 

$4.50 

4.50 
6.00 
6.00 

4.00 

2.50 

3.00 


DISCOUNTS 

Less than $10.00 List 15-10% 

$10.00 List, but Less than Standard Package 20-10% 

Standard Package or more 25-10% 
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Benjamin Porcelain Enameled Steel 
Reflector Sockets 



R. L. M. Dome Standard 

Net price each 
Std. Broken Standard 


No. 


Pkg. 

pkgs. 

package 

,5640 

12" 

50 Watt 

.10 

$2.72 

$2.14 

5641 

12" 

75 Watt 

.10 

2.43 

2.21 

5642 

14" 

100-150 Watt , 

.10 

2.59 

2.35 

5643 

16" 

200 Watt 

10 

3.17 

2.88 

5644 

18" 

300-500 Watt 

5 

3.91 

3.55 



Elliptical Angle Sign Reflector 


5570 



5522 

60-75 Watt .... 

..10 

3.09 

2.81 

5525 

100-150 Watt. . . 

. .10 

3.09 

2.81 

5526 

200 Watt 

..10 

3.98 

3.62 

5537 

300-500 Watt. . . 

.. 5 

6.41 

5.83 

5570 

100-150 Watt. . . 

..10 

3.09 

2.82 

5571 

150-200 Watt. . . 

..10 

3.54 

3.22 


Shallow Bowl Reflector 


5437 

12" 40-60 Watt 

..10 

2.81 

2 21 

5423 

14" 100-150 Watt. 10 

2.81 

2.55 

5425 

16" 200 Watt. . . 

..10 

3.39 

3.08 

5509 

18" 300-500 Watt. 10 

4.85 

3.82 


5437 


All of above reflectors equipped with a 
Benjamin keyless socket tapped H", and 
lamp grip. 


Shade Holder Type Reflectors Take 
Standard Holders 


Shallow Bow 



lllOON 


No. 



Std. Pkg. 

Broken Pkg. 

11050N 

10 " 

25-50 watt 

10 

$1.06 

11060N 

12 " 

50-60 watt 

10 

$1.23 

H075N 

12 " 

75 watt 

10 

1.45 

11100N 

15" 

100 watt 

10 

2.13 


Std. Pkg. 
$0.84 
.97 

1.14 

1.68 



Deep Bowl Style 

12060N 7"50-60 Watt ...10 $1.11 
12075N 8 ) 4 " 75 Watt .... 10 1.28 

12100N 9" 100-150 Watt. 10 1.33 

12200N 10" 200 Watt .... 10 1.87 

Dome Type 


$ 1.01 

1.07 

1.21 

1.47 


14075N 



Angle Style 

15040N 7" 2 5-40-50 JWatt 10 .98 

15060N 8 " 60 Watt 10 1.23 

15075N 8 " 75 Watt 10 1.23 

15100N 10" 100-200 WattlO 1.66 


Shallow Bowl Style 


H410 


H410 

10 "... 

..10 

.70 

.64 

H412 

12 "... 

..10 

.84 

.77 

H414 

14"... 

..10 

1.11 

1.01 

H416 

16".. . 

..10 

1.40 

1.27 


Benjamin Reflector Sockets 

Same type as used on Benjamin Reflectors. 

Size )4-inch 


14075N 12" 50-60-100 

Watt 10 1.40 1.27 

14100N 14" 150 Watt. .10 1.62 1.47 
14200N 16" 200 Watt. .10 1.91 1.74 


.77 

.97 

.97 

1.31 


No. 

4651 

4657 


Base 

Medium 

Mogul 


Each 

$0.77 

1.10 


Net price each 
to 

$0.70 
1.00 


Cover for Reflector Socket 
Galv. Steel Outlet Box 

Cover for 4" Box. 

Std.'Pkf. Less than'Std. Pkg. Std. Pkg. 

10 $0.19 $0.17 


3622 



Benco Weatherproof Socket 


Made of aluminum very rugged and highly 
insulated. Has thread for Benco Shadeholder 
H" cap. 

No. Std. Pkg. Less than Std. Pkg. Std. Pkg. 

4200 10 $0.45 $0.43 


4200 


4215 


Benco Weatherproof Holders 

Made of'heavy guage aluminum with thread 
to fit Benco Sockets. 


No. 

4215 

4217 


Size 

2)4" 

3M" 


Std. Pkg. 
10 
10 


Less than Std. Pkg. 
$0.20 
.33 


Std. Pkg. 
$0.18 
.31 


45 Degree Fixture Aligner 

Galvanized 

Std. Pkg. Less than Std. Pkg. Std. Pkg. 

10 $ 0.22 $ 0.20 



3380 


Goosenecks and Fittings 



5036 


No. 

5036 Gooseneck Yl" 

5037 Gooseneck J4" 


5025 

Std. 


5026 
Less than Std. 


Pkg. 

Std.Pkg. 

Pkg. 

10 

$0.64 

$.50 

10 

.78 

.97 

10 

.70 

.60 

10 

.90 

.80 

10 

.29 

.23 

10 

.29 

.23 


We can supply Dust Tight Glass Covers for Ben- 
jamin Reflectors. Easy to attach. Inexpensive. An 
economical method of keeping the reflectors clean. 
Write for details. 
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Display Lighting Equipment 


SHOWCASE REFLECTORS 

(ZMiyrnMui ayrul lYlnjui 


Gro 



When ordering showcase units face back 
of case to state which end is to have 
switch. Give inside dimensions of case 
and specify number of reflectors desired. 
Specify wood, metal or all-glass case. 

This unit is completely wired and assembled, furnished 
with all necessary hanging clips, screws and switch. 


4- ft. Case, 

5- ft. Case, 

5- ft. Case, 

6- ft. Case, 
6-ft. Case, 

6- ft. Case, 

7- ft. Case, 

7 - ft. Case, 

8- ft. Case, 
8-ft. Case, 


lights 


Net Price, Complete 
..$ 8.19 


lights 8.72 

5 11.55 

i 13.86 

5 }}Shts * • !2.07 

5 }}Sjjts . 12.6O 

lights .. i 4 . 9 i 


Stock finish, Statuary Bronze Plate. 


WALL CASE REFLECTORS 

C(rrrip(jdldu asn4 




Pace front of case when specifying electrical connec- 
tion on wall case units. Reflectors are connected with 
flexible conduit and finished aluminum spray — when in- 
stalled this unit is completely out of view. 

Net Price, Complete 
2 Lights $ 5.60 

2 Lights 5.95 

3 Lights 7.87 

2 Lights 6.30 

3 Lights 8 22 

4 Lights 10.15 

3 Lights ;. 8.57 

4 Lights 10.50 


4- ft. 

5- ft. 

5- ft. 

6- ft. 
6-ft. 

6- ft. 

7- ft. 

7- ft. 

8- ft. 
8-ft. 


Sec., 

Sec., 

Sec., 

Sec., 

Sec., 

Sec., 

Sec., 

Sec., 

Sec., 

Sec., 


Lights 8.92 

Lights _ 10.85 


REFRIGERATOR LIGHTING 

xjui 



Refrigerator lighting is fast growing into popular de- 
mand. The above unit illustrates the surface wiring 
type of reflector. Similar units are also furnished for 
concealed wiring. 

No. 40 Reflector, each $3.15 net 

Tubing, Wire, etc extra 



For complete catalog on display lighting 
for stores, banks, theatres, art galleries, 
public buildings, schools, offices, etc. — 
write for copy of DAY-BRITE Catalog 
No. 7. 


SINGLE UNWIRED REFLECTORS 

fo'L JmMuJuui JiarinpA cvrufAcfa far 1 00 Haifa 



Above is illustrated Single Unit No. 90, a very practical 
and efficient unit for showcase lighting and many other 
fdd lighting jobs. 

_ T n(S For 6" Tubular Lamp 

No. 90 Statuary Bronze Plate $2.31 net 

No. 91 Aluminum Spray 1.93 net 

__ , For Lamps Up to 60 Watts 

No. 96 Aluminum Spray $2.45 net 

XT For Lamps Up to 100 Watts 

No. 121 Aluminum Spray $2.94 net 


BANK CAGE REFLECTORS 



18 inches long. S diffusing glass door. 

The unit shown above finds many uses in stores, 
garages, offices, banks, cafeterias, etc. Made of steel, 
18 niches long, fitted with Porcelain Enameled Liner, 
twin pull chain socket, statuary Bronze Spray Finish. 

1012 for 25-watt Lamps $8.02 net 

No. 1010 for 60-watt Lamps 9.27 net 


BRACKET LIGHTING 


A handy unit for many odd 
lighting jobs. 


This unit finds many uses, such as lighting, signs, 
mirror alcoves, bulletin boards, check desks, filing cabi- 
nets, switchboards, etc. 

Finishes, Statuary Bronze Plate. 

No. 130 for 25-watt Tubular Lamps $ 7.00 net 

No. 131 for Standard 60-watt Lamps 9.10 net 



PICTURE LIGHTING 



These fixtures are fin- 
ished in rich gold spray 
and wired complete with 
8 feet of silk cord and 
plug. 


For 6" Tubular Lamps 


These Reflectors are adjustable in both horizontal and 
vertical positions. 

Catalog 
No. 

720 

721 


Length 

Reflec. 

9 inches 
14 inches 


No. 

Lights 

1 

2 


Net Price 
Each 

$6.30 

8.05 


m. 
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Portable Guards 



Net price each 

I tO 12 12 tO 24 

4645 50 Watt $ .85 $ .80 

4676 60 Watt 1.00 .90 

Price does not include socket. 

Grouse-Hinds Hand Lamps 


Indus* 


List price 
$3 . 00 Each 
3 . 00 Each 
3 . 25 Each 
Shade, Socket, 


L.PG119 LPGieO 

These safety hand lamps are constructed to withstand 
severe service encountered in railroad shops, garages, 
tiial plants, etc. 

Std. 

Type lamp pkg. 

LPG24 25-60 Watt A Lamp 10 

LPG119725 or 50 P19 Mill Type 10 

LPG160 40-S19Jor 60-S21 10 

Following consists of Guard with Half 
Handle and Strain Relief Cord Clamp. 

LPH24 ' 25-60' Watt* A Lamp 10 $3.15 Each 

LPH119 25 or'50P19 Mill Type 10 3.15 Each 

LPH160 40-S19 or 60-S21 10 3.50 Each 

DISCOUNTS Less Std. pkg. 

•td. pkg. and over 

Less than $15.00 List 10% 15% 

$15.00 to $100.00 List 15% 20% 

$100.00 and Over 20% 28% 

McGill Lamp Guards 





No. 1425 

No. 114B 

No. 

1429 


Loxon 

Matthews 

Protector O 

Loxon Guards 


Net prices 

per IOO. 



Less than 


36 and 

No. 

Lamp 

Socket 12 

12 to 35 

over 

1420 

25- Watt Mill 

Brass $22.00 

$20.00 

$18.00 

1420A 

25 Watt Mill 

W. P. 22.00 

20.00 

18.00 

1425 

25-50 Watt 

Brass 22.00 

20.00 

18.00 

1427A 

25-50 Watt 

W. P. 22.00 

20.00 

18.00 

2443 

75 Watt 

Brass 31 . 00 

29.00 

27.00 

2444 

100 Watt 

Brass 34 . 00 

32.00 

30.00 

2446A 

100 Watt 

W. P. 34.00 

32.00 

30.00 

One key with each dozen guards. 



Protector “O” Guard 




1429 

25-50 Watt 

Brass 20 . 00 

18.00 

16 00 

1432 

25-50 W T att 

W.P. 20.00 

18.00 

16 00 


Matthews Holdfast Guards 





Net prices per 100 

No. 

Lamp 

Socket 

Lesa 50 

50 to 250 

114B 

15-60 watt 

Brass $40 . 00 

$38.00 

114WP 

15-60 watt 

W. P. 

40.00 

38.00 

112B 

15-60 watt 

Brass 

50.00 

47.50 

112WP 

15-60 watt 

W. P. 

50.00 

47.50 

514B 

75-100 watt 

Brass 

55.00 

52.25 

514WP 

75-100 watt 

W. P. 

55.00 

52.25 



Tork Clocks 


TORK 

CLOCK 



Time Clocks. Indoor Type. List 

No. 115 Single Pole 15 Amp. 125 Volt $20.00 

No. 130 Double Pole 30 Amp. 250 Volt 25.00 

Outdoor Type (Weatherproof) 

No. 215 Single Pole 15 Amp. 125 Volt 25.00 

No. 230 Double Pole 30 Amp. 250 Volt 30.00 

Prices on larger sizes furnished on application. 
Electrically Operated Clocks. Commercial Types. 

These clocks are guaranteed to keep time within 30 sec- 
onds per week between 40° and 100° Fahrenheit, while elec- 
trically connected, if the seal is unbroken. 

WALL TYPE. For any wall. Furnished with 6-ft. cord 
and attachment plug. 

Diameter 

Cat. No. Dial Case List Net 

1508 8 " 11 94 " $40.00 $28.00 

1512 12" 171/4" 50.00 35.00 

1518 18" 25%" 75.00 52.50 

FLUSH TYPE WALL CLOCKS. For use where suitable out- 
let boxes are provided. Require 4 11-16" square outlet 
box 2 %" deep. 

1608 8" 1094" $40.00 $28.00 

1612 12" 14 94 " 50.00 35.00 

1618 18" 22^4" 75.00 52.50 

Also, supplied in double-faced hanging type and double- 
faced street type, as well as Program Signal Wall Clocks 
for operating signal devices. Write for complete data. 

In ordering be sure to specify whether for alternating or 
direct current, the voltage, and if alternating current, num- 
ber of cycles. 



Sign Flashers 




Net price each 

No. 1015 Bar type 110-watts $1.00 $ ‘°75 $ ^70 $ ‘.65 

No. 1012 Sokit Flasher 60 -watts 1.10 . 77 . 63 . 59 

No. 1000 60- watt plug type 1.50 1.05 1.00 . 95 

No. 1001 100-watt plug type 2.00 1.40 1.34 1.26 

DIAMOND FLASHER BUTTON 

Him ' "fltasm Converts any socket into a flasher. 

Beacon type for slow regular flashing of 
individual lamps. 

Twinkle type for quick flashing of lamps 
used in cluster fashion. 

No. 52 Beacon \ Less than 20 20 to SO SO 

No. 72 Twinkle/ $0.39 $0.37 $0.35 

Speaking Tube 

Less than ioo ft. ioo ft. and over 

1" Tin $0.04 ft. Net $3.50 C ft. Net 

Flexible Terminals with Whistles 

Less than io io or more 

No. 3155 2 ft $2.80 ea. Net $2.00 ea. Net 

No. 3156 3 ft 3.50 “ “ 2.50 “ “ 

Less than too ioo or more 

Mouthpieces $14.00 C Net $11.00 C Net 

Whistles 35.00 C Net 30.00 C Net 
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Mil-Flex Hack Saw Blades and Frames 

Mil-Flex Blades— Hard Teeth — Soft Back— Tungsten Steel— 
Practically Unbreakable 


Length 

Width 

Less than 

1 doz. 

1 to 

1 2 doz. 

x gross 

8" 

7/16" 

$0.70 doz. 

$0.50 doz. 

$4.80 gro. 

9" 

7/16" 

.76 doz. 

.57 doz. 

5.40 gro. 

10" 

1/2" 

.86 doz. 

.63 doz. 

6.00 gro. 

12" 

1/2" 

1.00 doz. 

.75 doz. 

7.20 gro. 

Actual 

practice 

indicates the 

best uses for 

the different 


q q fnllnwQ • 

14 Teeth — For cutting soft steel, cast iron, etc. 

18 Teeth — For cutting tool steels, small solids, etc. 
22 Teeth — For cutting iron pipe, BX, conduit, etc. 
32 Teeth — For cutting very thin tubing. 

Mil-Flex Midget Frames 





Each i2 

No. 3 Midget Frame with Blade $0.32 Each $0.25 Each 

Less than dozen i to 1 2 dozen 1 gross 

6" Mil-flex Midget Blades ...$0.76 doz. $0 . 56 doz. $5.40 gro. 


SelfBIo Automatic Blow 
Torch 

Ideal Torch for Electricians, 

Garage Man, Mechanic etc. 

$1.50 each list. 

Your cost, .85 ea. net. 

Lots of 6, .75 ea. net. 

No. 200 

No. 200 New Jim Dandy Blow Torch 

With entirely new burner, which prevents the torch from 
spitting. Has a wood handle, making it easy to handle 
without danger of being burned. 

Operates 2 hours on one filling of denatured alcohol. 
More than 2000 Fahr. blast. Positively leak proof. Easi- 
ly. cleaned — will not clog — always ready. 

Less than 6, $2.10 ea. 6 or more, $1.90 ea. 

Soldering Irons 


No. F9130 No. S76 

Universal American Beauty 

Finish, polished nickel with ebonoid finish wood handle 
Specially heat-treated, non-oxidizing removable tip. 

American Beauty Net each 

S76 7/16" Tip 50 Watt for Radio $2.98 

3138 3/8" Tip for Radio and Home Use 5.30 

3158 5/8" Tip Medium Use 6.24 

3178 7/8" Tip for Heavy Work 7.70 

Universal Soldering Irons 

E9130 150 Watts tip $6.00 

E9131 150 Watts 1" tip 6.35 

E9132 250 Watts 1M" tip 7.00 

E9133 370 Watts 1^" tip 8.50 

E9530 50 Watts 2^x^" tip 1.60 

E9531 100 Watts tip 2.15 

Cutler Hammer Space Heaters 


The heaters are flat, with the healing element in raised 
portion. / It is 2 feet long and easily installed. May be 
used singly in pairs or in groups, according to the amount 
of heat desired. 

Less than 10 10 

3357 500 Watt 100-125 Volt $2.00 Each $1 . 80 Each 

3358 500 Watt 210-250 Volt 2.00 Each 1 . 80 Each 


Bell Ringing Transformers 





Type 


Wizard Jetierson Nucode _ 

For 110 Volt, 60 Cycle, Single Phase Circuits 

Net price eaeb 
Less than 12 to 

Capacity is 25 25 

25 Watt 
25 Watt 
50 Watt 
75 Watt 


Type 
Wizard 
Tri-Volt 
Type A 
Type B 


Secondary voltage 
10 Volts 
6-12-18 Volts 
6-14-20 Volts 
6-14-20 Volts 
Nucode, with knockout for a drop cord 

Boxes 

No. 1605 10 Volts 25 Watt 


$0.55 


$0.67 $0.60 
.80 .75 

3.10 any quantity 
4.50 any quantity 
Fits both 3J£ and 4" 


.74 


.70 


60 


Halliwell Violet Ray Outfits 



Net price eaeb 
Less than 3 3 

No. 12 1-piece, Coils in handle with 3 Electrodes $ 9.38 $ 8.35 

No. 20 1 -piece, small (With coils in handle) 9.38 8.35 

No. 23 1-piece, Coils in handle 5 Electrodes 16.87 15.00 

No. 29 1-piece, large (With coils in handle) 11.25 10.00 

Hamilton-Beach New Life Vibrators 


List each Net price 
110 Volt A. C. or D. C. Type eaeb 

“A” for Home Use $19.50 $13.65 

Type"C”for Professional Use 28.50 20.00 

Type“D”for Home Use 16.50 12.00 

Type“F”for Home Use 18.50 13 00 

«< A >> J ((TIM 1 j 



Types "A" and “F” have speed control. 


Hamilton-Beach So-EZ Motors 



Attaches to any machine. Complete with foot speed control 
List $18 . 50 Each Net Price, $13 . 00 Each 
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Halliwell-Shelton 

Portable Hair 
Dryers 

No. 54 Halliwell - 
Shelton Portable 
Hair Dryer. Built 
for service. Black 
enamel finish. 
Strong flow both 
hot and cold air. 
A p p r o p r iate for 
barber shops, beau- 
ty parlors and home 
use. 

List Net 

No. 54, with 

Carrying Case $27.50 $20.62 
No. 54, less 

Carrying Case 26.00 1 9.50 



HAMILTON-BEACH 
HAIR DRYER 


Light enough to hold in the hand* 
but in addition is furnished with 
quick detachable stand. 

White enamel finish hot and cold 
air blasts. 

List Net 

No. 3 Hair Dryer $14.90ea. $10 43ea- 


Esrobert Phlexarm Lamps 


Qin/ Antique Bronze 
‘ Verde Ctreen 
7" Parabola Shade 
12" Phlexarm 
Maximum Height 23" 
Each Net $2.00 

No. 149/ n nt 'S u j £ ronze 
(Brushed Brass 

7" Parabola Shade 
Arm 9" Phlexarm 6" 
Rigid stem. 

Maximum Height 26J4" 
Each Net $2.67 




Green Glass Desk Lamps 

Green Glass Shades. Flemish Brass or Bronze Finish, 


Type B Lamp 
Type G Lamp 



No. 10 Hamilton-Beach 
Drink Mixer 

Speedy, easy to operate, sani- 
tary, durable. Finished in white 
enamel, easy to keep clean. Pow- 
erful motor, scientific agitator 
for fast mixing. Automatic ac- 
tion, motor starts as cup slides 
into position, stops when cup is 
removed. Nickel - Silver Cup. 
Guaranteed Hamilton-Beach mo- 
tor, operates on 105-120 volts, 
A.C. or D.C., 25-60 cycles. Mixer 
complete with nickel-silver cup, 
6-ft. cord and plug. 


List, each $22.00 

Net, each 17.50 



The 1929 Line of Buss Lights 



No. 3141 


The 1929 line of Buss Lights include 
seven models with both metal and trans- 
lucent shades. Bases in handsome 
Bronze, Ivory and Gun Metal finishes. 
The new translucent shades have the 
modern appeal. Widely different in de- 
sign and color, they offer a range of 
choice for any taste, any use or any 
room. 

Unlike an ordinary stand lamp, the 
Bus9 Light can be instantly converted 
into a clamp lamp or hang lamp. And 
both the bulb and the shade can be 
adjusted to focus the light wherever the 
reader wants it. 

Buss Lights are popular sellers every 
season. They fill a definite need. 



No. 2002 



No. 3151 


Fancy ($3.00 Retail) Buss Lights — 

Translucent or metal shade — packed 
1 complete shade and base in a corru- 
gated carton. Dess than 12, $2ulO; 12 
and over, $2.00. 

Plain ($2 OO Retail) Buss Lights — 

Light Bronze Finish No. 2002. Less 
than 12, $1.40? 12 and over, $1.33. 


SPECIAL 1920 ASSORTMENT 
WITH DISPLAY MATERIAL 

Assortment gives you a complete stock of 
Buss Lights' — one each of seven types (at 
the dozen price). You can fill a call for 
any^Buss Light, as advertised. Contains 

NEW TYPE Display Card that can be 
illuminated to help you sell lights. You 

sell for $20.00, fclQ oo 

costs you only «piu<0«5 

Specify 1929 Buss Light Assortment 
when ordering. 



No. 3252 



No. 3554 No. 3252 


- 33 - 





NEW YORK 


(Manhattan 

ELECTRICAL SUPPLY CQJKC, 

8T. LOUIS 


CHICAGO 


PERFECLITE LIGHTING UNITS 










THE MARK OF 
LIGHTING SERVICE 


SAFE-T-UNIT 


Safety Screwless Holder 
Globe quickly removed 
or installed. 


Plated Statuary 


PERFECLITE 

PRODUCTS 


Bronze Finish 


Pendent Type Standard 
length 36" 


6610 

75-100 

4x10" 

2.33 

6612 

100-150 

6x12" 

2.90 

6614 

150-200 

6x14" 

3.50 

♦6616M 

300-500 

6x16" 

4.07 


9164 

9166 

*9166M 


Pendent Type Standard 
Length 30" Over All 

4" 

6 " 

6 " 


1 35 
1 42 
1.72 


Units Complete with Glassware 
Ceiling Type 

Cat. No. Watt* Glassware Net Each 

0612 100-150 6x12" $2.30 

0614 150-200 6x14" 2.88 

*0616M 300-500 6x16" 3.82 


Hangers Only Less Glassware 
Ceiling Type 


Cat. No. Fitter Net Each 

9104 4" $0.74 

9106 6" .81 

♦9106M 6" 1.50 


6614 


0614 


Nos. 8058-8058P 
1 Light 


Prices in- 
clude sockets 
but no wiring. 


P o r celain 
socket with 
wire leads and 
bridge. 


Knockout-pro- 
vided in ceil- 
ing canopy for 
switch. 


Packed in in- 
dividual ear- 
tons. 


Junior-Lite 

White Enamel 
KITCHEN UNIT 

An ideal fixture at a low price. 
Packed complete in individual 
cartons 

Holder 6 inches ‘diameter, 5 inches 
deep; fitter 4 inches. Unit 8 inches 
diameter, snow white glass. Baked 
white enamel finish. Wired complete. 


A1064 


Plain Cast Iron Porch Rings 



Lett than 

is and 

Size 

12 

over 

3M" 

$0.14 

$0.12 

4" 

.30 

.26 

6" 

.80 

.78 

7" 

1.45 


8" 

1.95 



Hyperion Glass Balls 
for Porch Rings 


6x3^" 

.28 

.25 

7x3^" 

.40 

.30 

8x3M" 

.61 

50 


AGLITE FIXTURES 


Glassware 
Only for Perfeclite 


9166 


Cat. Nn. Fitter 

Bowl 

Size 

Net Each 

P-608 

4" 

4x8" 

$0.55 

P-610 

4" 

4x10" 

0.98 

P-612 

6" 

6x12" 

1 48 

P-614 

6" 

6x14" 

2.16 

P-616 

6" 

6x16" 

2.35 


9104 


The Aglite line of 
porcelain enamel 
units is ideal for 
use wherever clean- 
liness and sanita- 
tion are paramount. 
They harmonize 
perfectly with the 
interiors of white 
tiled bathrooms, 
kitchens, hospitals, 
laboratories, etc. 


A 1077 


^Equipped with Mogul Socket. 

On orders amounting to $50.00 an 
additional 5% is allowed 


Net price each 


No. 8058, without switch $1.15 

No. 8058P, with switch 1.40 


Prices are for units wired complete 
Mazda Lamps Not Included 


Net price each 

A1064 Keyless $1.38 

A1065 Same as 1064 Except Pull Chain 1.80 

A1074 Keyless, with Convenience Outlet 1.58 

A1075 Pull Chain, ditto 2.00 

A1076 Keyless, without Convenience Outlet 1.38 

A1077 Pull Chain, ditto 1.80 
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Series 


TLJERE arc fixtures that will bring charm and 
distinction to any home. The latest and most 
exclusive lighting fixtures, yet in spirit as old as 
the legend of Sir Galahad. Each of the Galahad 
Series is individually beautiful, yet harmony of 
design prevails throughout the series. 

Approx. 

Future No of Shipping Style Wired Complete 

No. Lights Length Spre&d Weight of Lamps no Lamps as Shown 

G 2723 2 14" 10 " 4HU>s. 6453 $12.50 $13.76 
G 2725 5 42" 20H" 33 lbs. 6454 45.50 49.10 

G 2727 1 5" 10 " 3 lbs. 6453 2.75 8.38 

G 2728 3 5H" 13 " 9 lbs. 6453 13.75 15.64 


Motif 


G2727 


G2728 


Rarely does a new design prove so instantly popular as 
has the Galahad Series. Wherever shown, enthusiastic 
preference has been the result. Representing a period of 
design, an architecture and an art that has been always 
popular, the Galahad fixture will be a distinct asset to you 
in pleasing your customers. It offers something new — dis- 
tinctive — yet with a foundation solid and substantial. Its 


appeal is universal. It can rarely be used out of place. The 
complete Galahad line of suspended fixtures and wall brack- 
ets will beautify any home. 

Made of cast bronze, decorated in rich, effective color. It 
is the fixture of choice where quality and beauty are de- 
manded. 


DISCOUNTS: 


Purchases of less than $50.00 list 40% 

Purchases of more than $50.00 list 50% 


All fixtures of the Galahad Series are packed in individual shipping cartons. No charge for packing or boxing. 
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Gafah 

Series 

A LL fixtures are equipped with keyless sockets. 
Brackets have canopy switches. Lamps are 25«watt 
Golden Glow, except lamp in lantern which is a 60-watt 
Pearl Grey. Candlestick has6foot cord, plug and canopy 
switch. Lantern equipped with Hammered Amber Glass. 
Packed in individual cartons for immediate shipment. 


Fixture 

No. 

No. of 
Lights 

Length Spread 

Approx 

Shipping 

Weight 

Style 
of Lamps 

Wired 
no Lamp# 

Complete 
as Shown 

G 2724 

1 

14" Ext. 4 Vi" 

3'A lbs. 

6453 

$10.00 

$10.63 

G 2726 

5 

42" 20 

30 lbs. 

6453 

45.50 

48.65 

G 2730 

5 

9" 18^" 

23 lbs. 

6453 

25.00 

28.15 

G 2731 

1 

18" 5*4" 

4 lbs. 

6549 

10.00 

10.72 

G 2732 

3 

42" 15 " 

15 lbs. 

6453 

27.10 

28.99 


G 2726 


G 2732 
3-Light 


G 2730 


The irresistible appeal of that chivalric age, “in days of 
old, when knights were bold, and barons held their sway” — 
Its moated castles, its turreted towers, its aged gray battle- 
ments — the England of King Arthur and Queen Guinevere 
— has been artistically interpreted for modern decoration in 


CHICAGO 


G 2731 


m - 


G 2724 


the new series, GALAHAD. Show the Galahad Series lib- 
erally. Demonstrate its fitness for a wide range in sizes 
and styles of homes. Nothing you could show your cus- 
tomer is so sure to please both before and after its punchase. 
Building beauty into homes builds business for you. 


DISCOUNTS: 

Purchases of less than $50.00 list 40 % 

Purchases of more than $50.00 list . 50 % 

All fixtures of the Galahad Series are packed in individual shipping cartons. No charge for packing or boxing. 
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P & S ALABAX LINE 

Brackets and Receptacles for Stud Loom and BX Boxes. 



Ne. AL990 


Cat. No. 

AL-846 


AL-872 

AL-844 

AL-863 


AL-875 

AL-922 

AL-923 


AL-924 

AL-990 


No. AL844 

Side Wall Devices 

Ctn. 

Bracket with convenience out- 
let, pull, Pore, ring for 334” 
Surf, or plaster ring boxes . . 2 

Ditto, without conven’e outlet 2 
Ditto, without conven’e outlet 2 
Recept. for 3 J4 ,/ -4" Box with 
shadeholder groove, pull close 

pendent, flush back 10 

Ditto, with 234” Shadeh’der 10 
Ditto, for 334” Box only, with 

Pore. Ring 10 

New Alabax Pore. Recept. 
with convenience outlet. Pull 
Ins. Chain and Pendent. . . . 
Ditto, without switching 


No. AL923 


Net price eacfc 

Std. Less than Std. 
Pkg. Ctn. Ctn. Pkg. 


10 $2.90 $2.33 $1.94 
10 2.50 2.00 1.67 

10 2.50 2.00 1.67 


24 1.68 1.40 1.20 

24 1.75 1.40 1.15 

24 1.23 .98 .82 


All Pore. Recept. with con- 
venience outlet for 334”-4" 
Boxes and plates, 2^4" shade- 



No. AL871 


No. ALl 200 


5 

20 

1.87 

1.50 

1.25 

5 20 

1.15 

.94 

.78 

4 

12 

1.65 

1.32 

1.10 

4 

12 

1.88 

1.50 

1.25 

4 

12 

2.10 

1.70 

1.41 

4 

12 

2.15 

1.70 

1.45 


Ceiling Devices 

AL-869 Recept. deep recessed back 
with 234” Pore, shadeholder, 

pull chain and cord 5 20 

AL-871 Ditto, keyless 5 20 

•AL-1200 New Alabax Pore. Ceiling 
Unit without Switching 
mechanism, with Pore. Ring 
•AL-1201 Ditto with 234" Shadeholder 
•AL-1300 Ditto with 3 M” Shadeholder 
•AL-1475 Ditto with 4" Shadeholder. . 

*Also supplied for use with Pendent Switch and Convenience 
Outlets, and made to accommodate 3-cond. cord, at same prices 
listed above. 

AL-1469 Recept. deep recessed back 
with 4" Shadeholder Pore. 

pull chain and cord 5 20 2.15 1.70 1.45 

AL-1470 Ditto, pull 8" Ins. Chain. . . 5 20 2.15 1.70 1.45 

Standard finish, White Glaze. Alabax devices can also be supplied in following finishes, at 
small additional price. Write for data. 

“B” Pompeian— Green Glazed Finish. A-l Blue Stripe. 

“C” Chamois — Cream Color Matte Glaze. A-2 Green Stripe. 

**D” Black — Jet Glaze Finish. A-3 Pompadour Red Stripe. 

“E” Ivory — Glazed Finish. A-4 Black Stripe. 

Alabax Devices may be assorted in white glaze, colors, or stripe decorations to make up 
Standard Package of any catalog number. 

•Prices do not include glassware or bulbs. 

Glassware for P & S Alabax Line 

Tile Design, White Glass 

List ea. Net ea. 

No. 900T Unit for Kitchen 
or Bathroom, 4" Fitter 

Dia. 9", Depth 6%" $1.80 $0.85 

No. 302 Bracket Type 2%" 

Fitter, Dia. 4%" SO .45 

White Opal Bell Shades 
Less 12 ea. 



6" 

2%" Holder 

$0.29 

$2.58 doz. 

7" 

2 Holder 

37 

3.38 doz. 

8" 

2^4" Holder 

.49 

4.79 doz. 



National Mazda Lamps 

The following new Bryan Marsh Na- 
tional Mazda Lamps represent the latest 
developments in incandescent lamp manu- 
facture. 

New inside Frosted Mazda Lamps 


Watte 


Type 



IT 

screw 

base 

Std. 

pkg. 

List price 
each 

•25 

A-19 

Medium 

120 

$ 0.20 

•40 

A-21 

Medium 

120 

20 

50 

A-21 

Medium 

120 

.22 

60 

A-21 

Medium 

120 

22 

100 

N A-23 

Medium 

60 

.35 


♦These lamps may also be had in Flametint and colors at 

addition of .05 cents per lamp. 

Decorative Mazda Lamps 
Medium Screw Base 


Watts 

IT 

Finish 

Std. 

pkg. 

List price 
each 

15 

G18J4 (round) 

All Frosted 

120 

$0.30 

25 

G18J4 (round) 

All Frosted 

120 

.30 

25 

G25 (round) 

All Frosted 

60 

.35 

40 

G25 (round) 

All Frosted 

60 

.35 

25 

G18J4 (round) 

Flame Tint 

120 

.35 

25 

G25 (round) 

Flame Tint 

60 

40 

25 

F15 (Flame Shape) Flame Tint 

60 

40 

The 

G18% bulb is 2 5/16 

* In diameter 

and the 

G25 bulb 


is 3H" in diameter. 


10 24 

1.75 

1.40 

1.16 


Standard Large Mazda 
Gas Filled, Type “ 

Lamps 

C” 


10 24 

1.50 

1.20 

1.00 

Watts 

bulb 

Srew 

base 


Std. 

pkg. 

List price each 
Bowl 

Clear enameled 

2 12 

1.45 

1.16 

.96 

75 

150 

200 

PS22 

PS25 

PS30 

'Medium 

Medium 

Medium 


60 

24 

24 

$0.45 

.60 

.80 

$ 

65 

.85 


* , *" *■ 



300 

500 

PS35 

PS40 

Medium or 
Mogul 

Mogul 

24 

12 

1.25 

2.00 

1 35 

2 15 


In addition to the lamps listed above we have in our 
St. Louis stock a complete line of Mazda lamps, including 
many special types and voltages. This puts us in a position 
to ship all orders promptly. 

Mazda lamps can be purchased to best advantage on con- 
tract and we suggest you write us concerning contract dis- 
counts and terms. 

We are in position to make prompt delivery of all stand- 
ard type lamps in any spray-coated colors. 


The new Kulp Theft-proof Lamp Base can be fur- 
nished on all Mogul or Edison Base Lamps at 11c per 
base, list. Regular lamp discounts apply. These 
Kulp Theft-proof Bases can profitably he used in prac- 
tically every place where there are exposed sockets. 

Write for details. 


Carbon Lamps 




2 C.P. Clear 


F-20 


F-15 


D-10 


D13 Yu 


Clear — Edison Base— 115 Volt 



Net prices 

per 109 

Less 

than 25 

25 

IOO 

2 C. P. Lite-O-Nite 

$15 00 

$13.00 


4-8 or 16 Candle Power 

. 16.00 

15.00 

$13 00 

32 Candle Power 

. 23.00 

22.50 

19.50 

Decorative 

6 

12 

3® 

F-15 Frosted or Flame Tint 

.$28.00 

$26.25 

$22.75 

F-20 Frosted or Flame Tint 

. 28.00 

26 25 

22.75 

D-13H Frosted or Flame Tint 

. 25.00 

22.25 

19.50 

D-10 Cand. Base Frosted or Flame Tint 

. 24.00 

22.00 

20.80 

F-10 Cand. Base Frosted or Flame Tint 

. 26.00 

24.00 

20.80 

These lamps in colors at addition of . . 

. 4 00 

3.75 

3.25 
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New Eveready Portable Flasher 

TO WARN AGAINST HIGHWAY HAZARDS 


AUTOMATIC IN ACTION 
ECONOMICAL IN MAINTENANCE 

Requires four standard Eveready Columbia 
6 ' dry cells connected in series to deliver 
6 volts. Extra 6-volt Eveready Mazda Lamp 
No. 1135 inside battery housing. Battery 
compartment constructed of seamless steel 
attractively finished in red. Top of flasher 
cadium-plated for weather protection. Heavy 
Fresnel type red glass lens. Padlock for bat- 
tery compartment with an extra long hasp 
so that the device can be chained. This flash- 
er is of rugged construction throughout and 
entirely weatherproof. 

This flasher is simple to use and therefore 
can be entrusted to unskilled laborers. It is 
powered by standard Eveready Columbia dry 
cells, which can be universally obtained for 
renewals. 


HIGH IN VISIBILITY 
RUGGED IN CONSTRUCTION 

This new Eveready Portable Flasher is de- 
signed primarily for traffic signal warnings 
where kerosene lanterns have been exten- 
sively used. It has, however, many other 



possible uses in connection with both land 
and water traffic. Although the initial cost 
of the beacon is considerably more than that 
of an oil lantern its maintenance cost is so 
much less That, in the long run, it provides 
the most economical warning signal. Oil 
lanterns have proved to be generally unsat- 
isfactory because of the fact they are not 
dependable, requiring the use of larger num- 
bers than actually needed as warning signals. 
Furthermore, they require a great deal of 
attention, which at present day labor wage 
scales makes their maintenance expensive. 

In addition to the considerable advantage 
in maintenance cost, the portable flasher has 
the distinct advantage of the flashing feature, 
which cannot be obtained with oil lanterns, 
and which is a much better warning signal 
than a steady burning light. 

Operates Entirely on Dry Batteries 

Height 16", Diameter of Base 7". Weight, 
including Batteries, 16*4 lbs. 

List price, less Batteries ’ $35.00 

Net Prices, Less Batteries: 

Less than 6 $27.50 ea. 

6 or more 25.00 ea. 


Eveready B Batteries 



RETAIL AND TRADE PRICES 


Cat. 


Unit 

List Price 

Net Price 

Net Price 


Voltage 

Pkg. 

Less than 

in Unit 

Cat. 

No. 

Quan. 

Each 

Unit Pkg. 

Pkgs. 

No. 

762 

45 

5 

$2.75 

$1.93 

$1.79 

762 

763 

22^ 

5 

1.50 

1 05 

.97 

763 

768 

22^ 

5 

1 75 

1 22 

1.14 

768 

766 

22^ 

5 

2 00 

1 40 

1.30 

766 

779 

22^ 

5 

2 00 

1.40 

1.30 

779 

767 

45 

5 

2.75 

2.06 

1 92 

767 

772 

45 

5 

2 75 

2.06 

1.92 

772 

770 

45 

5 

4 00 

3.00 

2.80 

770 

485* 

45 

5 

2 95 

2.22 

2.06 

485 

486* 

43 

5 

4 25 

3 20 

2.97 

486 

771 

4H 

10 

60 

42 

.39 

771 

781 

4^ 

5 

40 

.28 

.26 

781 

773 7V 2 5 

*Layerbilt Batteries. 

.85 

.59 

.55 

773 


R. C. A, Radiotrons 



No. UX171A No. UY227 No. UX226 


Dealer’s 

List Net 

UX112A Power Amplifier $2.50 1.625 


UX120 Power Amplifier 2.50 1.625 

UX171A Power Amplifier # 2.50 1.625 

UV199 Detector Amplifier 2.25 1.4625 

UX199 Detector Amplifier 2.00 1.30 

UX200A New Special Detector 3.50 2.275 

UX201A Detector Amplifier 1.40 .91 

UX210 Super-power Amplifier 9.00 5.85 

UX 222 Screen Grid Radio Frequency Amplifier 6.50 4.225 

UX226 A. C. Type Radiotron 2.00 1.30 

UY227 A. C. Type Radiotron 3.00 1.95 

UX240 New High MU 2.00 1.30 

UX250 New Power Amplifier 11.00 7.15 

UX280 Rectifier Type 3.50 2.275 

UX281 Rectifier Type 7.25 4 . 7125 

WD11 Detector Amplifier 2.50 1.625 

WX12 Detector Amplifier 2.50 1.625 

UX874 Voltage Regulator 4.75 3.0875 

UY876 Ballast Radiotron 6.50 4.225 

UV 886 Ballast Radiotron 6.50 4.225 
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Eveready Flashlights and Batteries 

Tubular Types 


We. 3630 



Wo. 3613 



Cat. 


Unit cells List Net prices each 

No. 

Finish 

required price less 

batteries 

2602 

Black 

\ ..2 No. 935 $1.05 

$0.68 

2630 

Nickel 

/ 1.30 

84 

2631 

Nickel 

..2 No. 950 1.05 

68 

2612 

Black 

..3 No. 950 1.70 

1.10 

2697 

Official Boy Scout Foc- 
using Flashlight 




2 No. 950 2.30 

1.49 



Miner Types 


2660 

Black 

..2 No. 935 $1.30 

$0.84 

2634 

Nickel 

..2 No. 950 1.80 

1.17 

2619 

Black 

.3 No. 950 2.20 

1.43 



Focusing Types 


2672 

Black \ 

.3 No. 950 3.20 

2.08 

2674 

Nickel, 

] 3.20 

2.08 

2642 

Black 1 

..3 No. 950 4.20 

2.73 

2644 

Nickel j 

\ 4 20 

2 73 

2645 

Nickel 

..5 No. 950 5.50 

3.57 



No. 2697 

Official Boy Scout Flashlight 


Display Unit No. 04 



No. 10 

DELTA LANTERN 

Takes 2 Standard Red 
Seal Dry Cells. Throws 
strong light and has 
long life. 

List $2.75 ea. 

Net (less dry cells) 1.65 ea. 



Display Unit No. 16 


DISPLAY 

UNITS 

These display 
units are col- 
ored shipping 
boxes, which 
when opened 
up become at- 
tractive d i s - 
play containers. 
The four flash- 
lights contain- 
ed in the three 
units represent 
Jj90 per cent of 
all that are 
sold. 



Display Unit No. 71 

Unit Contents List value Net price 

No. 16 6—2616 Cases $9.30 $6.0* 

No. 71 6—2671 Cases 9.30 6.06 

No. 04 6 — 2604 Cases 6.30 4.08 

•Note — Cases only — above prices are 
for cases and display units only, with- 
out unit cells. Flashlights Nos. 2671 
and 2616 will be shipped, from now on. 
only in display units of six. 



Eveready Unit Cells 


List 

price 

935 Small $0.10 

950 Large 10 

409C Lantern Battery .50 


Wet price each 

Unit pkg. 
quan. 

24 $0.06/2 
36 .06/2 

10 .32/2 


950 



Auto Lamp Display and 
Stock Cabinet 


The EVEREADY Cab- 
inet is 23" high, 16" 
wide and 9" deep. There 
are two compartments, 
upper and lower. The 
upper tilting compart- 
ment stocks and dis- 
plays in a very unique 
manner 10 0 assorted 
side, rear and instru- 
m e n t lamps. When 
closed it is flush with 
the front of the cabinet. 
The lower compartment, 
equipped with shelves 
and sliding doors, con- 
veniently holds 12 unit 
cartons of assorted 
headlight lamps. By no 
other method can a 
dealer carry his stock 
so safely and compactly 
in the minimum protect- 
ed space and at the 
No. 1730 Auto Lamp Cabinet same time remind the 
(Lea* lamps) $5.06 car owner that he needs 

lamps. 


Miniature Mazda Lamps 


Automobile Service 


^ a 


R-I 


61 
62 

63 

64 

67 

68 
81 
82 
87 \ Si-A 
88/ Sig. 

1110 H 


Is 1 

B G-6 


• 9 V 

l 5! 

3-4 2 $0.20 


u 

•J & 


R-I-St B G-6 6-8 2 .12 

Si-A 

R-I-St B G-6 12-16 
Si-A 

G-8 6-8 


.22 


D-P B 


16 


C S-8 6-8 15 .22 


11291 

1130/ 

11331 

1134/ 

11411 

1142/ 

1158 


H-Sp 

H-Sp 

H-Sp 

H 


S-ll 6-8 21-21 
S-ll 6-8 21 


C S-ll 6-8 32 .50 

C S-ll 12-16 21 .40 

C S-ll 6-8 21-2 .28 


(a) H — Head lamp. 

R — Rear lamp. 

Sp — Spot lamp. 

Si — Side lamp. 

P — Panel lamp. 

St — Step lamp. 

A — Auxiliary head lamp. 
I — Instrument Lamp. 

D — Dome lamp. 


Flashlight Service 


•S 

3c 

j-. 


86| 

3 

*0 

a 

6 

tt.8 


3 


Spq « 

> 

< 

3 a 

1 

2 

B 

FE-3 % 

2.2 

0.251 

50.10 

2 

3 


FE-3 

3.3 

0.25 

.12 

3 

2 


FE-3% 

2.3 

0. 

.12 

11 

2 

B 

G-3M 

2.3 

0.27 

.10 

(a) 13 

3 

B 

G-3M 

3.8 

0.30 

.11 

(a)14 

2 

B 

G-3H 

2.5 

0.30 

.11 

16 

2 

B 

G-4H 

2.5 

0.30 

.09 

17 

3 

B 

gav 2 

3.8 

0.30 

.09 

(a)31 

5 

B 

G-5H 

6.2 

0.30 

.12 


Standard Dry Battery Service 

19 1 B G-4^ 1.25 0.60 $0.10 
35 2 B G-5^ 2.4 0.80 .11 
40 T-3 6 Volt Radio Panel .14 


(a) Concentrated 
ing flashlights only. 

Discounts 


filament for focus- 


Less than 10 lamps 0% 

10 or more lamps in unit package....35% 
Display assortments packed by the 
manufacturer, containing 50 lamps 
or more 35% 


Write for Contract Proposition 
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Red Seal and Eveready Batteries 

The Size “A" is the standard cell. The most popular is the 
round carton, 2%x6% inches, with screw binding posts. 

Red Seal is also furnished in a 

square carton — No. 2448, the 
same size, also with screw 
binding posts. 

If desired, No. 2434, round 
carton, is made with standard 
spring clip connectors. 



List $0.45 eat. 
Standard Weight 
case per case 
60 120 lbs. 


Net price 


..$32.50 C. 



Broken Case Lots 

Less than 50 $0416 ea. 


COLUMBIA GRAY LABEL BATTERIES 

For telephone service exclusively. 

Net Price 

Standard Case Full Case Lots $30.00 O. 

Broken Case Lots 34.00 C. 

RED SEAL SPARKLERS AND COLUMBIA HOT SHOTS 



Red Seal Sparker, 
Steel Clad, 141 


Columbia Steel Case 
Hot Shot, No. 1461 


Recommended for use where four or more dry cells are 
used In series. The container is made of heavy gauge steel. 
Is moisture proof and will stand extra rough usage, ship- 
ping and handling. 


. Cells « Std. Weight 
Arranged *o lbs. std. case 
in case quan. 


Dealers 


std. 

case 


Std. 

esse 


Consumers 

anjr 

quantity 

each 


1 row 


6 


12 128 $1.77 ea. $1.67 ea. $2.30 ea. 


Eveready Dry Cells 

The Eveready Dry Cell Is a high test 
cell especially adapted for use with radios 
or other open circuit work. 



List Std. Weight 
No. Case case quan. 

7111 50 120 lbs. 


List Dealers 

Price Less than so Std.Pkg.50 

50c ea. 40c ea. $35.50C. 


Columbia, Red Seal Dry Celia, Red Seal Sparkers, and 
Columbia Hot Shots can be purchased on yearly contract 
basis. Write us regarding this special arrangement. 

Prices on All Batteries Include Freight Allowance to 
Destination. 


“U’> 


H & H” Hegemite Plates — Schedule 

“Hegemite” is a phenol-resin plastic, 
exceptionally hard and strong — will not 
easily break and has high dielectric insu- 
lating properties. Positively cannot tar- 
nish or corrode and is impervious to 
moisture and alkali. 

The standard finish of “H&H” Hege- 
mite Plates is the dark mahogany. Black 
H&H” Hegemite Plates can be supplied 
on special order. 

The polished bevel edges and artistic 
border design add beauty "to the decora- 
tive effect. 

The main surface of the plate has very fine vertical lines, 
this presents a rich, attractive appearance. The back edge, 
which rests against the wall, is broad and flat, thus elim- 
mating any possible chance of cut or torn wallpaper. 



No. 9021 



Cat. 

No. 


No. 9030 

Ctn. Std. Pkg. 
Qty. Qty. 

9011 20 100 

9012 20 100 

9013 20 100 

9014 20 100 



For Push Switches 


No. 9040 

Less 10 to 50 to 
List 10 50 100 


For 1 switch 15 .10 

For 2 switches 30 .19 

For 3 switches 45 .29 

For 4 switches 60 .38 

One hundred assorted gangs will constitute a 
package. Plates fit duplex radio outlets. 

For Square-Ha ndle Tumbler Switches 

20 lOO For 1 switch 15 

For 2 switches .. 30 

For 3 switches 45 

For 4 switches 60 


.09 .084 
.18 .17 
.27 .25 
.36 .34 

standard 


9021 

9022 

9023 

9024 
9042 


20 

20 

20 

20 


100 

100 

100 

100 


.10 

.19 

.29 

.38 

.38 


For 2 switches, tandem 60 

One hundred assorted gangs will constitute a 

PaCKct^6, 

____ For Convenience Outlets 


.09 .084 
.18 .17 
.27 .25 
.36 .34 
.36 .34 
standard 


9034 20 100 

9035 20 100 

9036 20 100 


Blank and Telephone 


Single telephone, 
1 bushing 



.10 

.09 

.084 


.10 

.09 

.084 

.15 

.10 

.09 

.084 

.30 

.19 

.18 

.17 

.15 

.10 

.09 

.084 


ymtes constitutes a standard 
a standard^ckafe SangS ° f telephone P'^tes constitute 

For Tumbolier Switches 


9045 

9050 


9018 


9019 


2 10 Two lever style .. 15 .10 .09 .084 

2 10 Three lever style 15 .10 .09 .084 

Combination Plates 

~2 10 Two gang, for square- 

handle tumbler switch 
and single convenience 
outlet 30 .19 .18 .17 


10 Two gang for square- 
handle tumbler switch 
and duplex convenience 

outlet ..30 .19 

Miscellaneous Plates 


.18 .17 


9043 1 10 For switch and receptacle.15 .10 .09 .084 

9044 10 30 For single radio outlet 15 .10 .09 .084 

Brass fastening screws finished to match plates are 
standard and are supplied with each plate. 
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PROPP ELECTRICAL SPECIALTIES 

Black Composition 




No. 17 

3 LITE SCREW 
BASE SOCKET 

List Price . .$.75 

Unit Carton . . .5 
Standard Package 100 
Wgt. Std. Pkge. 40 lb. 

RRQPP NS 17 Ne * PrlC ° 

Carton of 10 $-38 

20 to 99 35 

100 33 


No. 3 

TRIPLE CURRENT TAP 

IM91HIU Ust Prlce 5 50 

Unit Carton 10 

Standard Package 100 

Weight Standard Package .31 lbs. 

PROPP N9 3 

Carton of 10 5.21 

20 to 99 20 

100 19 


No. 15 

JUNIOR SOCKET 
ANGLE 2 LITE SOCKET 

»H Angle 2 Lite Socket 

Ust Price $.50 

Unit Carton .... 10 
Standarad Package . 100 
Wgt. Std. Pkge. . 30 lbs. 

TWO LrrE^SCCKET Approved by Underwriters 

Carton of 10 .21 

20 to 99 20 

100 19 


No. 7051 
Cutler-Hammer 
Switch Plug 

List Price . .$.80 
Unit Carton . .10 
70*1 Std. Pkge. . . .50 

Carton of 10 5.60 

10 to 50 52 

50 46 






No. 1 

TU-SOK. 2 LITE SOCKET 
Ust Price $.50 

Unit Carton 10 

Standard Package ... 100 

Wgt. Std. Package .40 lbs. 

His. I Approved by the Underwriters 

Net Price 

Carton of 10 5.21 

20 to 99 18 

100 17 


No. 11 

FLUSH TU-SOK. 

2 LITE SOCKET 

Ust Price 5.50 

Unit Carton 10 

Standard Package ... 100 
No.lt Wgt. Std. Pkge. . . .37 lbs. 

Approved by the Underwriters 

Carton of 10 5 .27 

20 to 99 25 

100 22 H 


No. 4 

4-WAY TAP SOCKET 
List Price $.75 

Unit Carton 10 

Standard Package ... 100 

Wgt. Std. Pkge. . . .41 lbs. 

Approved by the Underwriters 

Carton of 10 $ .38 

20 to 99 35 

100 33 


No. 30 
3-WAY TAP 

List Price $.25 

Unit Carton 10 

Standard Package 100 

Weight Standard Package ... 19 lbs. 

Approved by the Underwriters 
$.11 

10 M 

10 


Watlow-Fitz-All 

110 VOLT IRON 
ELEMENT 

'To fit all standard makes 
of 6-pound irons. Every 
electrical dealer should 
have a few of these on hand 

Less 6 $.50 

6 and over 45 



No.4 





No. 5 

ONE 4 ALL. 

IRON PLUG 

List Price . . . .$.30 
Unit Carton . . ... 10 
Standard Package . .250 
Wt. Std. Pkge. . . 37 lbs. 

$.18 

.17 
.16 



Carton of 10 
20 to 99 . . 
250 ... 


No. 55 
IRON PLUG 
List Price . .$.20 
Unit Carton . . 10 
Standard Package 250 
Wt. Std. Pkge. 36 lbs 
Approved by the Underwriters 

$.12 

11 

10 


No. 52 
IRON PLUG 

hwiMfi/iiHii* W,TH SW,TCH 

M ' List Price $.50 

Unit Carton 10 

Standard Package 100 

Wgt. Std. Pkge. 22 lbs. 

Carton of 10 $.28 

20 to 99 *. 2614 

100 25 




No. A-90 

SUNBEAM CORD SET 

New AU Steel plug with contro 
Switch built in. Fits all Standard 
Irons. 12 in carton. 

List price $2.00 

Less than 6 1.35 

6 or more 1.25 


No. 550 

6 FT. IRON CORD 
SET 

List Price . .$.90 
Unit Display Cart. 6 
Standard Package 72 
Wgt. Std. Pkge. 37 lbs. 

Approved by the 
w Underwriters 

Carton of 6 $.45 

12 to 72 42 

72 Assorted 40 




THE FOURSOME 

A Convenient Outlet DeLuxe 

From 1 to 4 appliances may be 

used at one time. 

The Foursome is 3 % inches in 

diameter and 1% inches high, and 

is complete with a 6-foot silk-cov- 

"tonc^ot* Eleetrfclt^”' ered cord and P lu S to flt an 7 stand- 

lence of Eieemcity ftrd socket Made In black> mabog . 

any, walnut, onyx, green or red. The Foursome is molded 
of “Coltrock,” a light weight insulating material of ex- 
traordinary strength and beauty. 

Packed in Display Carton of 12. List price $2.50 

Net Prices 

Less Than Carton of 12 $1.75 ea. 

Full Carton of 12 1.65 ea. 

Colors may be assorted. 


The Kool-Pull Cord Set 



The Kool-Pull Cord Set with the 
longer life. Made of Coltrock light- 
weight insulating material. Prevents 
scorched fingers. 

Std. 

No. Pkg. 

8036 Cord Set 12 

8038 Cord Set with 
On and Off 


List 

Net 

$1.25 


Less S P S P 

$0.94 $0.81 


Switch 

12 

1.75 

1.32 

1.13 

Packed in individual cartons. 


8037 Appliance 

Plug 




only 

24 

.75 

.57 

.48 

8039 Appliance 

Plug 




with On and 

Off 




Switch 

24 

1.00 

.75 

.65 


Packed on attractive counter display 
card containing 6 Kool-Pull Plugs. 
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GENUINE REYNOLITE MOLDED ELECTRICAL DEVICES 

Lustrous brown finish will not fade or discolor 


Belden Flat 
Floor Cord 

An extension cord 
that lies flat under 
the rug. All rub- 
ber, including- the 
Plug. 

Equipped with 2 
outlets. O ne on 
each end. 

List Net Each 
Code “Flat” — for 12 -ft. rug $2.75 $1.83 

Floor cord 12 ft. 4 in., 
connecting cord 4 ft. 

Total length, 16 ft. 4 in. 

Code “Fox” — for 9 -ft. rug $2.50 $1.67 

Floor cord 9 ft. 4 in., 
connecting cord 4 ft. 

Total length, 13 ft. 4 in. 

Code “Foot” — for 6 -ft. rug $2.25 $1.50 

Floor cord 6 ft. 4 in., 
connecting cord 4 ft. 

Total length, 10 ft. 4 in. 


Reynolite Standard 
Separable Attach- 
ment Plug 

No. 420 

List $.20 

Unit Package 25. 

Standard Package 250. 

Less 10 $.15 

10 to 50 134 

50 to 100 126 


Reynolite Heater Connector Plug 


No. 500 
List • $-45 


Unit Package 10. Standard Package 100. 

Less 10 $ 34 

10 to 50 30 

50 to 100 28 


Reynolite Switched Appliance Connector Plug 


No. 510 
List . .$.75 


Unit Package 10. Standard’ Package 100. 

Less 10 $.56 

10 to 50 50 

50 to 100 .47 


Reynolite Angle Two and Three-Way 
Plugs. 


No. 240 No. 340 

List $0.60 List $1.00 

Unit Pkg., 10. Std. Pkg., 100. 

No. 240 No. 340 
Less 10 $0.45 $0.75 


10 to 50 40 

50 to 100 38 


.67 

.63 


Reynolite Straight Two and Three- 
Way Plugs 


Reynolite Tri-O-Let Convenience Tap 


No. 380 


List 


$.60 


Reynolite Utility Tap 

No. 795 

List $.60 


Appliance 
Cord Switch 

No. 110 

No. 110 List . .$.50 
Unit Package 10. Standard 
Less 1( 

No. 110 $.38 

No. 175 .45 


Pendant 

Switch 

No. 175 

No. 175 List ... $.60 

Package 100. 

10 to 50 50 to 100 

$.34 $.32 

.40 .38 


Reynolite Heater Cord Set 


No. 500 Plug, No. 420 Plug and 6 ft. 6 in. Heater Cord. 

List . . $1 .25. Unit Package 10 Standard Package 50. 

Less 10 $.94 

10 to 50 84 

50 to 100 79 


No. 220 
List $0.50 
Unit Pkg., 10. 

Less 10 

10 to 50. 

50 to 100 


Less 10 $.45 

10 to 50 40 

50 to ioo ; ; ; ; ; ;38 


Less 10 
10 to 50 
50 to 100 


Unit Package 10. 

Standard Package 100. 

$.45 

40 

38 


No. 610. REYNOLITE APPLIANCE CORD SET. 


DeLluxe Cord Set, No. 510 Plug, No. 420 Plug 6 ft. 6 In. 
Heater Cord. 

List . $1 .50. Unit Package 10. Standard Package 60. 

Less 10 $1 .13 

10 to 50 i oi 

50 to 100 '95 


No. 800. REYNOLITE EXTENSION UTILITY TAP. 


These Plates 
furnished with 
Bakelite or 
metal attach- 
ing screw. 


REYNOLITE PUSH 
SWITCH PLATES. 

Unit Std. 

Cat. Gangs List Pkg. Pkg. Less 10 10 to’5025O to 100 
P1001 1 $ .15 20 100 $ .10 1 $ .09 $ .084 

P1002 2 .30 10 50 .19 .18 .17 

PI 003 3 . 45 5 30 . 29 . 27 . 25 

P1004 4 .60 4 20 .38 .36 .34 

Standard color, brown mahogany. Polished border. 


REYNOLITE T1001 
Toggle Switch Plate 


REYNOLITE R1201 
Receptacle Plate 


Cat. 

No. 

Unit 

Std. 

List 

Less 

10 to 

50 to 

No. 

Gangs 

Pkg. 

Pkg. 


10 

50 

100 

T1101 

1 

20 

100 

$.15 

$.10 $ .09 

$.084 

T1102 

2 

10 

50 

.30 

.19 

.18 

.17 

T1103 

3 

5 

30 

.45 

.29 

.27 

.25 

T1104 

4 

4 

20 

.60 

.38 

.36 

.34 

R1201 

Single 

20 

100 

.15 

.10 

.09 

.084 

R1202 

Duplex 

20 

100 

.15 

.10 

.09 

.084 

CT1602 Toggle 

10 

50 

.30 

.19 

.18 

.17 

CP1604 Push 

10 

50 

.30 

.19 

.18 

.17 

4001 

Single 

10 

50 

.60 

.38 

.34 

.32 

4002 

Duplex 

10 

50 

.60 

.45 

.40 


Standard color brown. 

Finish velvet. Polished border. 


Reynolite 
Unit Flush 
Receptacle. 
No. 4001. 


Reynolite Combination 
Toggle and Receptacle 
Plate CT1602 


List $0.90 


Std. Pkg., 100. 


No. 220 No. 360 

...$0.38 $0.68 

... .34 .60 

... .32 .57 


Unit Package 10. 
Standard Package 100. 


List’. .$1.25. 
Less 10 
10 to 50 
50 to 100 


Length, 8 ft. 

Unit PackageflO. Standard Package 50. 

$.94 

84 

. 79 


No. 360 
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UNIVERSAL “LAFAYETTE MEDAL- 
LION" URN SET 


UNIVERSAL JEWELLED 
EMPIRE PATTERN 


UNIVERSAL LASALLE PATTERN 


New Chromium lustrous non-tarnish- 
ing finish. Pendent ivory handles and 
ivory faucet. CHROMIUM finish only. 

List Net 

No. E721904 9-cup Urn 

Set $74.00 $49.30 

No. E7219 9-cup Urn 

only 42.00 28.00 


UNIVERSAL OLD ENGLISH 
DeLUXE PATTERN 

Cut Glass Top. Ivory Feet, Handles 
and Knob 


No. E9571804 

8-cup Urn. Nickel. Berylite color 
trim with crystal top and silk cord to 
match. 

No. E9571804 Garnet $29.25 $20.15 

No. E95718 Urn only 17.50 11.05 

No, E9671804 Jade .. 39.25 26.15 

No. E96718 Urn only 17.50 11.05 

No. E9471804 Sapphire.... 39.25 20.15 

No. E94718 Urn only 17.50 11.65 

Pot Style Percolator in Jewelled Em- 
pire pattern. 

9-cup size $10.00 $10.05 

6 -cup size 14.50 9.05 

Garnet, Jade and Sapphire. 

Waffle Iron and Toaster finished in 
Jewelled Empire pattern to match Per- 
colator Sets. See pages 40 and 41. 

UNIVERSAL JEWELLED COLONIAL 
PATTERN 


No. E961004 

10-cup Urn. Nickel. Metal Handles. 
Ebonized Faucet Handle. 

List Net 

No. E961004 Set $30.25 $20.15 

No. E9610 Urn only 17.50 11.65 

No. E960804 8-cup size.-. 28.75 19.15 

No. E9608 Urn only, 

8 -cup 10.00 10.65 

Pot Style Percolators in La Salle pat- 
tern. 

No. E95610 10-cup $14.50 $ 9.65 

No. E9567 7 -cup 12.75 8.50 

No. E9564 4 -cup 11.25 7.50 

UNIVERSAL CHARLESTON 
PATTERN 


No. E724904 Chromium List Net 

non-tarnish finish, 9- 

cup Urn Set $61.50 $41.00 

No. E7249 Chromium 9- 

cup Urn only 31.50 21.00 

No. E7546 Chromium 6- 
cup Pot Style Perco- 
lator only 21.50 14.35 

No. E926904N Nickel. 9- 

cup Urn Set 50.25 33.50 

No. E9269 Urn only 26.50 17.65 

UNIVERSAL MARIE LOUISE 
PATTERN 


No. E9514904 

9-cup Urn, Nickel finish. Berylite 
color trim, with crystal top and silk 
cords to match. 

List Net 

E9514904 Garnet Set $42.50 $28.35 

E95149 9-cup Urn only.... 19.75 13.15 

E9614904 Jade Set 42.50 28.35 

E96149 9-cup Urn only.... 19.75 13.15 

E9414904 Sapphire Set.... 42.50 28.35 

E94149 9-cup Urn only.... 19.75 13.15 

Pot Style Percolators in Jewelled 
Colonial pattern. Garnet, Jade and 
Sapphire. 

9 -cup size $17.50 $11.65 

6 -cup size 16.00 10.65 

UNIVERSAL “ALADDIN" 

URN SET 


No. E9531704 

Nickel finish. 8-cup size. Ebonized 
handles, feet and faucet handle. 

List Net 

No. E95 31704 $24.75 $16.50 

No. E95317 8-cup Urn 

only 12.75 8.50 

Pot Style Percolator in Charleston 
pattern. 

No. E9537 7-cup size $10.50 $ 7.00 

UNIVERSAL “GRECIAN" 

URN SET 


Net 

$32.50 

16.00 

12.35 

50.25 

19.65 

21.50 


No. E9371004 


10-cup Urn. Nickel. 

Ebonized 

Han- 

dies, Feet and Faucet 

Handle. 



List 

Net 

No. E9371004 Set 

$36.75 

$24.50 

No. E93710 Urn only 

... 16.00 

10.65 

No. E91710 10 -cup 

Plain Urn 

... 14.50 

9.65 

No. E9371704 Urn Set, 

7-cup size 

_ 35.25 

23.50 

No. E93717 7-cup, Urn 

only 

14.50 

9.65 


No. E923904N Nickel 9- List Net 

cup Urn Set $44.50 $29.70 

No. E9239 Urn only.: 24.00 16.00 


No. E918904N Nickel 9- List 

cup Urn Set $48.75 

No. E9189 Urn only 24.00 

No. E9686 6-cup Pot 

Style Percolator 18.50 

No. E828904 9-cup Urn 
Set, Butler Silver 

finish 77.50 

No. E91816 16-cup Grecian 

Urn, Nickel only 29.50 

No. 8281 Butler Silver 
21-cup Grecian Serv- 
ing Urn only. (This is 
not a percolator — for 
serving only) 33.00 
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UNIVERSAL “LOVING CUP” 


URN SET 



No. E916904N Nickel 9- List Net 

cup Urn Set $47.25 $31.50 

No. E9169 Urn only 25.00 16.65 

No. E916604N Nickel 6- 

cup Urn Set 44.75 29.85 

No. E9166 6-cup Urn 

only 22.50 15.00 

No. E826904 Butler Silver 

9-cup Urn Set ... 71.50 46.50 

No. E8269 Urn only 35.00 22.75 

No. E836904 Bright Silver 

9-cup Urn Set 71.50 46.50 

No. E8369 Urn only * 35.00 22.75 

6-cup sizes also made in Silver finish. 


UNIVERSAL “ROMAN” URN SET 



cup Urn Set $38.50 $25.70 

No. E91739 Urn only 20.00 13.25 


UNIVERSAL MARIE ANTOINETTE 
URN SET 



UNIVERSAL RALEIGH PATTERN 


No. 0721004 

Nickel finish. Metal handles. Ebo- 
nized feet and faucet handle. 

List Net 

.E9721004 10 -cup Urn Set. $40.25 $26.80 

E97210 10-cup Urn only.. 19.25 12.80 

E9721704 7-cup Urn Set 38.50 25.65 

E97217 7-cup Urn only.... 17.50 11.65 

Pot Style Percolators in Raleigh 

pattern. 

E9729 9-cup size 15.50 10.35 

E9726 6-cup size 14.00 9.35 



UNIVERSAL “MONTICELLO” 
URN SET 


No. E911904 Nickel 9- List Net 

cup Urn Set $58.00 $38.65 

No. E9119 Urn only 31.50 21.00 



No. E936904 9-cup Nickel 
Urn Set. Metal han- 
dles $46.00 $30.65 


No. 9G69 9-cup Urn 

only 25.00 16.65 

No. E9379 9-cup Pot 

Style Percolator 13.50 9.00 

No. E9376 6-cup Pot 
Style Percolator 12.00 8.00 


UNIVERSAL “ATHENIAN” 
URN SET 



No. E9175904N Nickel 9- List Net 

cup Urn Set... $40.00 $26.70 


No. E91759 Urn only.. 21.00 14.00 

No. E9275904 Nickel 

(engraved) 42.50 28.30 

No. E8875904 Hammered 

Silver finish 79.50 51.75 

No. E88759 Urn only 41.50 27.00 



UNIVERSAL “LEXINGTON” 
URN SET 


No. E9372904 Nickel 9- List 
cup Urn Set $37.00 

No. E93729 Urn only 21.00 


Net 

$24.70 

14.00 


UNIVERSAL "FARMINGTON” 
URN SET 



No. E915904 9-cup Nick- 

List 

Net 


el Urn Set 

$58.00 

$38.65 

No. E9159 Urn only 

No. E9656 6-cup Pot 

31.50 

21.00 

Style Percolator only. 

26.25 

17.50 

No. E815904 Bright Sil- 



ver, 9-cup Urn Set 

86.50 

56.25 

No. E8159 Urn only 

No. E8656 6-cup Pot 

42.50 

27.50 

Style Percolator 

. 32.50 

21.00 

No. E825904 Butler Sil- 



ver, 9 -cup Urn Set 

. 86.50 

56.25 

No. E8259 Urn only 

No. 8556 6-cup Pot 

42.50 

27.50 

Style Percolator 

32.50 

21.00 



UNIVERSAL “CONTINENTAL” 
PERCOLATOR SET 


List 

No. E987604 Nickel 6- 

cup Percolator Set $17.60 

No. E9876 6-cup Percolator 

only 10.00 

No. E9872 2-cup Percolator 
only 9.00 


Net 

$11.75 

6.50 

6.00 
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Laundry Size 

List 

Net 

E908 8 lbs. . . 

$ 9.50 

$ 6.35 

E910 10 lbs. 

11.00 

7.35 

E912 12 lbs.. . 

14.50 

9.65 

E915 15 lbs.. . 

16.75 

11.15 

Tailor’s Size 
<With Indicating Switch) 


E9115 15 lbs.. 

$21.25 

$14.15 

E9120 20 lbs. . 

23.50 

15.65 

E9125 25 lbs.. 

27.75 

18.50 


No. E9614 

Aluminum 

Capacity, 14 cups 

List, each $9.25 

Net, each 6.15 

420 Watts 


No. E9766 

Capacity, 6 cups 

List, each $6.00 

Net, each 4.00 


UNIVERSAL LAUNDRY AND 
TAILOR'S IRONS 


Universal Super Automatic 
Safety Iron 

No. E9092 

Finger tip con- 
trol of ironing 
temperature, 
automatic indica- 
tion when current 
is “on” or “off”, 
round heel — no 
wrinkles, positive 
cut-off when max- 
imum tempera- 
ture is reached — iron out of circuit until 
manually restored. Weight 6 lbs. 580 watts 
at 110 volts. 

List Each 9 

Each $7.75 $5.15 $5.00 


UNIVERSAL WRINKLE-PROOF ROUND 
HEEL IRON 

No. E909 

580 watts. Wt. 
of Iron, 6 lbs. 
List, each $5.50 
Net, each .. 3.65 
No. 9909 
Wrinkle-Proof 
Iron 

With fireproof case . 
List, each. .$6.50 
Net, each .. 4.35 


No. E9070 

Standard 6-lb, iron with stand 

List, each $4.50 Net, each $3.00 


No. E9907 

^ Tip-up Model 

Weight 6 lbs. 
580 Watts. 

List, each. $3.75 
Net, each .. 2.50 


No. 99043 
TOURIST IRON 

3 lbs. Fireproof 
case permits packing 
iron immediately 
after using without 
danger of fire. 

List, each $4.95 

Net, each 3.35 

No. 9023 
3 lb. Seamstress Iron 

List, each $3.50 

Net, each 2.35 


No. E9021 

TOURIST IRON 

Detachable han- 
dle simplifies 
packing in attrac- 
tive cretonne bag. 
Can be used for 
heating curling iron, and when re- 
versed on stand can be used as a hot 
plate. Weight 3 lbs. 

List, each $3.95 Net, each $2.65 

No. E90212 Same as No. E9021 except 
that it has adjustable voltage. Espe- 
cially designed for the overseas trav- 
eler. 

List, each $7.50 Net, each $5.00 


Universal Percolators 

NICKEL 

FARMINGTON 
PATTERN 

Nickel plated on 
Solid Nickel Silver. 
Bakelite handle. 

No. E9656N— Nickel 
Capacity, 6 cups 

List, each $26.25 

Net, each 17.50 

420 Watts 


DUTCH COLON- 
IAL PATTERN 

No. E9606N — Nickel 
Capacity, 6 cups 

List, each $14.50 

Net, each 9.65 

420 Watts 


PANELED 
PATTERN 
No. E9345— Nickel 

Capacity, 5 cups 

List, each $10.50 

Net, each 7.00 

No. E9347 — Nickel 

Capacity, 7 cups 

List, each $11.50 

Net, each 7.65 

No. E9349 — Nickel 

Capacity, 9 cups 

List, each $13.00 

Net, each 8.65 

420 Watts 

Nickel plated, cop- 
per body, highly pol- 
ished. Inside s i 1-- 
ver finished. Alumi- 
num interior fittings. 
Equipped with safety 
fuse plug. 

No. E9956 

Capacity, 6 cups 

List, each $8.50 

Net, each 5.65 

No. E9959 

Capacity, 9 cups 

List, each $10.50 

Net, each 7.00 


Universal Nickel Urn 


Universal Aluminum 
Percolators 


Seamless’aluminum 
bodies, highly polish- 
ed. One-piece spouts 
carefully brazed to 
bodies. 

No. E9466 

Aluminum 
Capacity, 6 cups 

List, each $8.00 

Net, each 5.35 

No. E9469 
Aluminum 
Capacity, 9 cups 
List, each... .....$8,50 

Net, each 5.65 

420 Watts 


No. E9676 

Aluminum 

Capacity, 6 cups 

List, each $7.00 

Net, each 4.65 

420 Watts 


No. E9191 
Toggle switch 
on the detachable 
plug. Furnished 
with 6 ft. black 
and gold cord. 

580 watts. Wt. 
of Iron, 6 lbs. 

List, each..$6,95 
Net, each .. 4.65 


MILK AND LIQUID FOOD WARMER 

It saves mother’s 
time and steps by 
quickly heating the 
water in which the 
baby’s milk bottle 
is immersed. 

Furnished with an 
extra cover, and by 
removing bottle, can 
be used as a water 
or liquid food heater. 
No. E9930 
Nickel, 420 watts. 
Capacity of bottle, 8 
ounces. 

List, each $S.00 

Net, each 5.35 


No. E9137 

Capacity, 7 cups 
Ebonized Handles 
and 

Faucet Handle 

List, each $10.50 

Net, each 7.00 
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UNIVERSAL OVEN TOASTER 

No. E942 Oven 
Toaster. Toasts 
both sides from 
the largest loaf 
at one time. 
Nickel. 550 
watts. Push 
button switch 
in cord. 

List, each.$9.00 
^ Net, each .. <5.00 

No. E942 


NEW AMERICAN BEAUTY 
ADJUSTABLE AUTOMATIC IRON 


_____ 66A 

Highly polished nickel. Buff-colored 
handle and red trim. 6^ -lb. size. 
Equipped with new steel-covered, un- 
breakable plug with red Bakelite fin- 
ger grips, permitting easy removal 
without danger of burnt fingers. This 
iron is not only automatic in its control 
of heat, but has the adjustable feature 
that places means, at the finger-tips, 
to adjust and maintain ironing tem- 
perature best suited to the user. The 
control lever can always be placed at 
a position that will bring the results 
desired. 

List price $8.05 

Net Prices 

Less than 6 $0.25 

6 or more, 1 shipment 5.00 


BEAUTY IRON 


6*4 PouMd Household 
Size 


3B 3-pound traveler’s Iron $7.00 

6 3 4 B 6 Vs -pound Household Iron.... 7.50 

9 B 9-pound Laundry Iron 11.00 

Dealers: Net Prices 


Lots of 6 
Each and over 

3 B Iron $4.70 ea. 

6^ B Iron.,. 5.20 ea. $4.05 ea. 

9 B Iron 7.70 ea. ea. 


We carry American Beauty Elements 
and Parts in stock. 


UNIVERSAL WATER HEATER 
WITH EGG STEAMER RACK 


No. E0032 
Boils 1 quart water or other liquid. 
Removable egg rack in which 6 eggs 
can be steamed. Nickel plated. 

List, each $8.50 Net, each $5.05 


UNIVERSAL SHAVTNG MUG 


No. E902 

Heats shaving water in 2 minutes. 
Nickel plated; *4 -pint capacity. 

List, each $7.25 Net, each $4.85 



Toastmaster Automatic Toaster 


This Toaster is so arranged that you 
can set the degree of toast, drop the 
tcmst in, press down the lever and the 
Toastmaster will automatically discon- 
nect itself as well as push up the toast 
from within the toaster as soon as the 
toast is finished. 

List — $12.50 ea. 

Dealerss 

Less than 3 '. $8.75 ea. 

3 or more 8.13 ea. 



UNIVERSAL TOASTERS 
UNIVERSAL NEW UNIQUE DESIGN 
TOASTER 


E0410 


Turns the toast 
b y pressing the 
button. Nickel fin- 
ish. Ivoroy Case- 
in Pendent Han- 
dles and Feet. 

List, each $10.50 

Net, each 7.00 



UNIVERSAL CHROMIUM NON-TAR- 
NISH FINISH. OLD ENGLISH 
DESIGN TOASTER 


No. E7812 

Chromium finish. Ivoroy Antique 
Casein trims. Push button switch at- 
tachment plug. 

List, each $12.50 Net, each $8.35 



No. E9412. Turns 
the toast by sim- 
ply turning the 
bread rack out- 
ward with thumb 
and finger. Nickel. 
625 watts. 

List, each $6.95 

Net, each 4.65 


No. E9412 


UNIVERSAL JEWELLED EMPIRE 
PATTERN TOASTER 



■ T* rV ■ 


Nickel. With 
Berylite Color- 
ed Handles and 
Silk Cords to 
match. 

E94412, Sap- 
phire. E95412, 
Garnet. E96412, 
Jade. 


No. E 95412 


List, each $8.00 Net, each $5.35 


UNIVERSAL TOASTERS 



No. E947 


No. E9947 Reversi- 
ble Toaster. Patented 
easy swinging bread 
rack allows toast to 
be turned without be- 
ing touched by the 
fingers. 

List, each $4.75 

Net, each 3.20 

No. E947 Toaster 

List, each $6.75 

Net, each 4.50 



TOASTER 

No. E9312 Toast- 
Turns easy. A 
y wonderful 
u e built for 
o f service, 
unit, fully 
guaranteed. Full 
nickel finish. 550 
watts. 

Takes slice of 
bread 5^ x SV*. 
Equipped with 6- 
ft. cord. 

List, each $5.00 

Net, each 3.35 


UNIVERSAL 


No. E9312 



No. E946 


No. E944 Toaster 
List, each........ $4.50 

Net, each 3.00 

No. E946 Toast- 
er. Nickel plated. 
440 watts. Toasts 
slice of bread 4*4x 
41/2". 

List, each $3.95 

Net, each 2.65 

No. E94S Toaster 

List, each $6.00 

Net, each 4.00 


UNIVERSAL TOASTER STOVE 

No. E9982 Nickel plated. 550 watts. 
Top 4 %x7 % ". 

List, each $4.95 Net, each $3.35 


UNIVERSAL HOT PLATES 



One heat. 550 watts. Diameter, 6. in. 
No. E986 — Nickel plated. 

List price $3.25 Net price $2.15 

No. E9861 Square Cooking top, 6%". 

660 watts. Nickel plated. 

List, each $4.00 Net, each $2.65 


UNIVERSAL DISC STOVES 



No. E9960 


No. E995 Nickel. 1 heat. 400 watts. 

List, each $4.00 Net, each $2.65 

No. E9197 Nickel. 4 heats. 150, 300, 
450, 600 watts. Dia. 6". 

List, each $6.50 Net, each $4.35 

No. E9960 Nickel. 1 heat. 550 watts. 

List, each $5.50 Net, each $3.65 

No. E997 Nickel. 2 heat. 300-550 
watts. 

list, each $6.00 Net, each $4.00 

No. E9980 Nickel. 2 heat. 300-550 
watts (with tray). 

List, each $7.00 Net, each $4.65 
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UNIVERSAL SQUARE 


Ebonized handles, fibre feet. No. 988 
has 3 heats. 160, 350 and 650 watts. 
No. 9862 1 heat. Cooking- top, 6 %" 

square. Weight packed, 10 % lbs. 

List ea. Net ea. 

No. E988 3-heat $15.00 $ 10.00 

No. E9862 1-heat 8.50 5.05 


MAJESTIC ELECTRIC HOTCAKE 
AND WAFFLE IRON 


One side of grid is for waffles, other 
smooth for hot cakes. Only iron with 
removable grids that can be taken out 
and washed with soap and water. 


List $18.00 

Net 10.80 


UNIVERSAL GRIDDLE 


No. E9510 — Nickel Plated 


List price $ 10.00 

Net price - 10.05 


660 watts. Diameter of cooking sur- 
face, 10 in. Diametet- of tray, 9% in. 
Height over all, 6 % in. Weight packed, 
6 V 2 lbs. Push button switch in cord. 
E9511 same as above, without cover. 


List price $13.00 

Net price 8.05 


UNIVERSAL OBLONG 
WAFFLE IRON 



No. E9305 Ob- 
long type. Size 

3% x 7". 660 

watts. Nickel, 
permanently at- 
tached tray. 

List each, 

$9.50 

Net each, 

$0.35 






UNIVERSAL 
OLD ENGLISH 
CHRONIUM NON- 
TARNISH FINISH 
WAFFLE IRON 


No. E7324 

Ivoroy Antique Casein Trims. Push 
button switch attachment plug. Grid 
diameter, 7%". Diameter of tray. 9 %" 

List Net 

No. E7324, each $21.50 $14.35 


UNIVERSAL 
MARIE 
ANTOINETTE 
PATTERN 
WAFFLE IRON 


No. E9364 

Nickel finish. Black Casein Trims. 
Push button switch appliance plug. 
Grid diameter, 7 Diameter of trav, 
10 7/16". 

List Net 

No. E9364, each $14.75 $ 9.85 

Muffineer, Syrup and Batter Pitchers 
to match. 


UNIVERSAL JEWELLED EMPIRE 
PATTERN WAFFLE IRON 


No. E9574 

Nickel finish. Berylite colored trim 
with silk cords to match. Grid diam- 
eter, 7 % ". Diameter of tray, 10 7/16". 

E9474, Sapphire. E9574, Garnet. 
E9674, Jade. 

List Net 

Each $16.75 $11.15 


No. E9314. Nickel 
plated. 660 watts. 
Diam. of grids, 7%"; 
diam. of tray, 9 1 / 4". 
Push button switch in 
cord. Same construc- 
tion as E9324, but 
plain design. 

List, each $13.75 

Net, each 9.15 


No. E9314 



No. E 9 3 3 4. 
Nickel. 660 
watts. Push but- 
t o n switch in 
cord. 

List each, 

$12.75 
Net each, 

$S.50 


No. E9334 

No. E9334 also supplied with colored 
handles; blue, green and red. 

List, each 7 $12.75 

Net, each 8.50 


UNIVERSAL WAFFLE IRONS 



No. E9914 

Full Nickel Waffle Iron. Permanent- 
ly attached tray, 10 " diam. 

List, each $9.95 

Net, each 6.65 

Also supplied with colored handles; 
blue, red and green. 

List, each $13.75 

Net, each - 9.15 


UNIVERSAL CURLING IRONS 

With and Without Comb 


No. 



Handle Comb 

Finish Diam. List Net 


9801 

Mahoganized 7/16" 

$3.25 

$2.15 

'98011 

Mahoganized 7/16" 

4.00 

2.65 

9201 

White Enam. 5/16" 

4.25 

2.80 

9802 

Mahoganized 7/16" 

3.75 

2.50 

♦With Hair Dryer Comb. 



9502 

Black Handle 

1.50 

1.00 

No 

comb. Length overall 11%" 

9504 

Marcel Waver, ebon- 



ized handle 

1.95 

1.30 


Length overall, 11% 


UNIVERSAL CURLING IRON 
ASSORTMENT 



No. 9501 — Six 
curlers furnished in 
pink, blue, apple 
green, ivory, grey, 
lavender, with cords 
to match. 

Each, list ..$1.95 
Display box of 6 , 
net, $7.80 


Universal Instant Heaters 

For quickly heating (by 
immersion) a small quan- 
tity of water or other 
liquid. No. E9701 about 
capacity of ordinary drink- 
ing glass. No. E9702 for 
heating 1 or 2 pints. 

List Net 
No. E9701 Nickel 

300 Watts $4.00 $2.65 

No. E9702 Nickel 
500 Watts 5.00 3.35 



No. E9305 
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Universal Electric Art Silk Cord Set 

STo. 1000 Cord Set 



Non-Corroding 
Arc Resisting 
Nickel Contact Clips 
Anti-Kink Spring Coil 


It fits Appliances 
with round, flat, 
triangular terminals. 


It iloes not get hot! Made 
by New Process practically 
unbreakable. 


Its Nickel Contact Clips assure and always maintain good 
connection. 


It’s UNIVERSAL duality Throughout. 

Individually boxed in Red, White and Blue Carton. Packed 
Six in a Counter Display Carton. 


List, each $1.00 

Net, Carton of Six Sets 4.00 


Universal Safety Fuse Plug 



Pit All Universal Electric Hollow 
Ware 

When UNIVERSAL Safety Fuse 
Plugs are prominently displayed 
on this attractive Red, White and 
Blue Card, they, in addition to 
supplying replacements, attract 
attention and stimulate inquiries, 
whose answers point out the su- 
periority of the fuse-protected 
UNIVERSAL Electric Hollow 
Ware and frequently lead to im- 
mediate sales. 

No. 1920 Packed 12 in Package 
with Display Case. 


Universal Electric Oven Cooker 



Does everything an oven will do. 
One Heat. Watts, 500. Cooking 
Well 10 inches deep. 6% inches 
in diameter. Height over all 
13M inches. Outside diameter, 
9 inches. Operates from any 
electrical outlet. Equipped with 
6 ft. Heater Cord and Standard 
Separable Attachment Plug, Wt. 
11 lbs. Packed one in a carton, 
14 lbs. 

No. E9600— List Price, $10.50 
Net Price 7.00 




Hankscraft Egg Service No. 5991 


Wilwear Electric Range 

No Special Wiring— Merely Attach to Wall Outlets— 
ECONOMICAL— PRACTICAL— COMPACT 
Ideal for the Home — Summer Cottage — Camp 
Sell Units Separately — Or As a Complete Electric Range 

An Electric (Double Burner) Hot Plate ^! S $20.00 

An Electric Oven and Broiler 85.50 

An Electric Oven with Base 39.50 

A Complete Electric Range 59.50 

Cooking time same as heavy duty ranges. 

Entire range made of rustproof metal — porcelain enamel 
and black japanned finish. 

Net price. Complete, Range $33.60 


Regulating Switches 
Provide 31 Heat 
Combinations 
Maximum Current 
Consumption : 

Hot plate 10 amperes 

Oven 8 amperes 

Two cord attachments 
provided, can be con- 
nected to standard du- 
plex wall receptacle on 
regular wiring and meet 
unde rwriters’ require- 
ments. 

Complete Range, 36" 
high, 20" wide, 13" deep. 

Hot Plate, 5" high, 20" 
wide, 13" deep. 

Oven, 18" high, 13" 
wide, 13" deep. 

Oven and Base, 31* 
high, 14 Ms" wide. 14 Ms* 
deep. 


List, each $0.10 

Net, Card of 12 .80 


Universal Electric Glue Pots 



No. 952 


Water jacketed. 2-heat. Interior of 
vessel pure aluminum. Water jacket 
of cast iron. 

List Net 

No. E952 Cap. 1 Quart. 

Dia. 8", 110-4 40 Watts. ...$13.50 $ 9.00 

No. E953 Cap. 2 Quart. 

Dia 9 V 2 ", 165-660 Watts 15.00 10.00 

No. E957 Jacketless. Cap. 

1 Quart. 70 Watts 18.00 12.00 

No. E958 Jacketless. Cap. 

2 Quart. 90 Watts 22.00 14.65 


Consists of 1 No. 599 
Hankscraft Automatic Egg 
Cooker, 4 Double Egg 
Cups, 1 Green Enamel 
Tray. All delightfully 
matched in soft, lustrous 
green. 


List, complete set $11.50 

Net, less than 4 8.05 

Net, 4 or more 7.25 

List Net 

No. 599 Automatic Egg Cooker, only $5.50 $3.85 

Egg Cups, only, each 65 .455 

Trays, each 3.50 2.45 

A very attractive holiday item. 
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UNIVERSAL ELECTRIC HEATERS 



List, each $7.50 

No. E9927 Large round base, 
hung on wall. 12 diameter. 
List, each $5.00 


No. E9937 


No. E9937 Statuary, bronze finish. Large, highly polished, pure 
copper reflector. Classic empire desigh on border and base. 14" 
diameter. 17" high. 625 watts. 

Net, each $5.00 

Hole in base permits heater to be 
15" high. Mahogany red finish. 

Net, each $3.35 

Junior Colored Heaters. Enamel finish in colors to harmonize 
with practically any interior decorative scheme. Hole in base per- 
mits heater to be hung on wall. 10" plaim reflector. Height 12". 

No. E9910 French Gray. 

No. E9911 Ivory. 

No. E9917 Mahogany Red. 

List, each $5.00 Net, each $3.35 

No. E9954 Waterleaf design. Plain, solid copper 14" reflector. Dark bronze enamel 
finish. 625 watts. 18" high. 

List, each $8.00 Net, each $5.35 



No. E9927 


UNIVERSAL HEATING PADS 

No. E9940 Universal 

Size 12x15", gray eiderdown cover. 
Three degrees of heat, 9 -foot cord. 
Complete, each 

List $9.00 

Net 6.00 

No. 1695 Pad Set 

1 No. E9945 Blue. 1 No. E9943 
Pink. 1 No. 9994 Lavender. 3 @ 

$9.00 ea., retail $27.00 

Dealer’s cost $18.00 for set of 3 

No. E9194 3-Heat Control 

Same size and description as No. 
E9940, except has brown eiderdown 
cover. 

List, each... .$6.50 Net, each. ...$4.35 
No. E9994 1-Heat 

Same size and description as No. E9940, except has brown 
eiderdown cover. 

List, each $5.25 Net, each $3.50 


NEW DOUBLE SIZE HEATING PAD 

No. E9941 Gray eiderdown cover. Three heats. Four 
thermostats. Size of pads, 12x24". 100 watts. Especially 

designed for hospitals, infirmaries and sanitariums. 



List, each $13.25 


Net, each $8.85 


No. E9294 UNIVERSAL ELECTRIC BANDAGE 



18x4*4", 1-heat, 35 watts, brown eiderdown cover, 
cord with pull' switch. 


10-ft. 


List, each $4.75 


Net, each $3.24) 



Anderson-Pitt Heaters 

An Entirely New Principle in Heater 
Construction — No Wasted Heat 

The Anderson-Pitt Heater is a scien- 
tific reflector which controls all the 
heat rays — not simply a bowl that scat- 
ters rays everywhere. All the heating 
element faces the reflector at the cor- 
rect position to get complete reflection 
of the heat rays. Thus no current is 
wasted. All the electrical energy is 
converted into heat and evenly dis- 
persed. May be had in either the low- 
base model illustrated or with adjust- 
able high stand; both are easily adjust- 
able to any angle. 

Dealers 




Less 

3 to 

12 tO 

No. 612 12" 

List 

Reflector, 600 Watt 

than 3 

12 

SO 

Heater 

♦No. 91*4 14" 

Reflector, 1000 Watt 

$ 5.25 

$ 4.88 

$ 4.72 

Heater ... 10.00 

No. A612S 12" 660 Watt Heater 

7.00 

6.50 

6.30 

with adjustable stand 17.50 

♦Made with ldw-base only. 

12.25 

11.38 

11. oa 


Ifixtra Elements 
For Anderson-Pitt Heaters 

List 

No. 6A for 12" Heater $2.00 

No. 9A for 14" Heater 2u50 


SIMPLEX SUNBOWL HEATERS 



Cat. No. 

List 

Less 
than 3 

3 to 
12 

o 

* J o 

(S 

No. 96 10", 600 watts .... 

$4.75 

$3.33 

$3.08 

$3.00 

No. 97 14", 600 watts .... 

7.00 

4.90 

4.55 

4.41 

No. 92 14", De Lmxe 

8.50 

5.95 

5.52 

5.35 

(Same as No. 9®” except 

finished in 

gold, black 

and 

yellow.)- 


CONE-SHAPED OR HORIZONTAL TYPE ELEMENTS 

Fit any heater fitted with Edison bnse receptacle. 

List price $0.fi0 

Net Prices: 

Less than 12 $0.56 ea. 12 or m;re $0 52 ea.. 
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Three Greatest Values in 

The Vacuum Cleaner Field 


UNIVERSAL 
Super -Vacuum 


The Finest and Most 
Sensational Cleaner 
on the Market 

$39.5° 

Attachments $10.00 Extra 
Dealer’s Net: 

1 to 3 Cleaners $27.50 ea. 

3 to 12 Cleaners 26.85 ea. 

Attachments 6.75 set 


Vacuum Auto 
Cleaner 


Attachments $7.00 Extra 
Dealer’s Net: 

Less than 3 $21.00 ea. 

3 to 12 20.00 ea. 

Attachments 4.75 set 


No. E115 


The Goliath of All 
Hand Vacuum Cleaners 

$ 19*50 

An unusually powerful suction 
and many refinements of design 
make the UNIVERSAL a most 
effective and convenient hand 
Vacuum Cleaner, extraordinarily 
useful for cleaning the upholstery 
and floors of automobiles and for 
reaching the hard-to-get-at places 
in homes, offices, stores and insti- 
tutional buildings. 

Dealer’s Net: 


Less than 3 $13.25 

3 to 6 $12.75 


The New 
UNIVERSAL 
Model 42 


A Quality Low Priced 
Powerfully Efficient 
Cleaner 

$29-5° 


Be sure your Vacuum Cleaner stock is in good shape for the Spring demand. 

Here you have a Cleaner for every purpose. A popular priced Cleaner in the Model 42, and for the 
customer who wants something better, the Super-Vacuum. 

Now is the time to push Vacuum Cleaners. Display these Universals. They will sell easy and often. 
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[the trade mark known in every HOWE k 


UNIVERSAL 


~ LANDERS. FRARY & CLARK. NEW BRITAIN CONN 


ELECTRIC RANGES 


For Cottages, Apartments, Bungalows, Etc. 


No. 1593 


HOTPLATE EQUIPMENT. Furnished with two open 
type and one enclosed type interchangeable Hot- 
plates, mounted on white porcelain sanitary cooking 
top. Each unit Nickel trimmed. Each plate quickly 
and easily controlled by 3-heat reversible indicating 
snap switch. 

EQUIPMENT. Adjustable damper, extra deep alum- 
inum broiler pan, Nickel-plated broiler rack, heat in- 
dicator, one broiling and one baking unit. Special 
slide tray to catch liquids spilled through open units. 

ances. The letter R indicates oven on right side; L, on 
left side. In ordering ranges specify for all models except 
No. 9390 whether right hand or left hand oven is desired, 
and also specify voltage. Guaranteed for one year against 
defects in material and workmanship. 


No. 1093 


ALL OVEN EQUIPMENT AND UNITS easily and quickly 
removable. Rust resisting oven lining. Each unit quickly 
and easily controlled by 3-heat reversible indicating snap 
switch. 

STANDARD ATTACHMENT PLUG RECEPTACLE con- 
veniently located on side of range for operating small appli- 
No. 2593. Full porcelain enamel, white and gray finish, with Nickel-plated trim; has 
oven temperature control, pilot light indicator, and timer control connection. Total 
wattage consumption, 7,000 watts. Floor space, 22%"x36". Height 42%". From floor 
to cooking top, 33%". 

List Price $153.00 

Net Prices, f.o.b. St. Louis.... $110.35 f.o.b. factory, New Britain, Conn $107.00 

No. 1593. Same as No. 2593 but without oven temperature control. 

List Price $140.00 

Net Prices, f.o.b. St. Louis $101.25 f.o.b. factory, New Britain, Conn $ 98.50 

No. 1293. Same as No. 2593 except finished in black enamel, white porcelain back, 
oven splasher and door panel. 

List Price $131.50 

Net Prices, f.o.b. St. Louis $95.25 f.o.b. factory, New Britain, Conn $92.00 

No. 1093. Same as No. 1293 except without oven temperature control. 

List Price $118.50 

Net Prices, f.o.b. St. Louis $86.25 f.o.b. factory, New Britain, Conn $83.00 

No. 954. Full porcelain enamel finish with French gray trim, has outlet for operating 
small appliances. Equipped with automatic oven temperature control and pilot light 
indicator, drop oven door. Timer control connection. Total wattage consumption, 8,500 
watts. Four burners. Floor space, 27" deep, 43% " wide, 43%" high. 

List Price $205.00 

Net Prices, f.o.b. St. Louis $146.82 f.o.b. factory, New Britain, Conn $143.50 

No. 953. Same as No. 924 except has only three burners instead of four and total watt- 
age consumption of 7,000 watts. 

List price $187.00 

Net Prices, f.o.b. St. Louis $134.32 f.o.b. factory, New Britain, Conn $131.00 

No. 924. Same construction and design as No. 954 except 
finished in black enamel with white porcelain back oven 
splasher and door panel. 

List Price $166.00 

Net Price, f.o.b. St. Louis $119.35 

Net Price, f.o.b. factory. New Britain, Conn $116.25 


No. 923. Same as No. 924 except with three burners in- 
stead of four. 

List Price $157.50 

Net Price, f.o.b. St. Louis $113.06 

Net Price, f.o.b. factory, New Britain, Conn $110.00 

No. 9390. The ideal range for apartment houses, small kitchens or where space 
is limited. Full porcelain enamel, white with gray trim. Has automatic oven 
temperature control, pilot light indicator and timer control connection; two out- 
lets for small appliances. Side opening oven door. Three burners, total watt- 
age consumption, 7,000 watts. Floor space, 25% " wide, 27" deep, 60" high. 

List Price $177.50 

Net Prices, f.o.b. St. Louis $127.63 f.o.b. factory, New Britain, Conn.-$124.25 

Styles ranging in price up to $500.00 list shown in 
special catalog, mailed on request. 


No. 1103— OVEN TIMER CONTROL 




The Universal Timer Control can be attached to all models ex- 
cept Nos. 1093 and 1593. Will operate on either A.C. or D.C. 
Finished black, silver gray or gray porcelain. 

List $25.00 Net $17.50 


No. 1103 



NEW YORK 



ST. LOUIS 


CHICAQO 



UNIVERSAL 


^ UlNOtRS. r«A»> A < •.*«* Ni ** »«•■? *IN. CON* V 


ROTO-VERSO 


Electric Clothes Washer 


Built for Extra Safety for the Clothes 
No Moving Parts Inside of Tub 

SAFE: All moving parts are entirely enclosed. 
All electric connections are thoroughly insulated. 
No moving parts inside the tub to wear or tear the 
clothes and even daintiest fabrics are washed as 
gently as by hand. Motor is protected by automatic 
safety switch which shuts off current if motor is 
overloaded. Wringer has simple safety release for 
tension on rolls. 

EFFICIENT: The Roto- Verso has a new im- 
proved washing action distinctive from that of all 
other washers. As the tub rotates from left to right, 
the specially designed fin in the tub starts a surge 
of water by creating a series of waves which are 
thrown against one another, multiplying in force and 
action and forcing the hot suds through the clothes 
twice every second. It is silent, smooth and power- 
ful and cleans everything from the sheerest gar- 
ments to the heaviest blankets, thoroughly and 
quickly, wholly by water action. No torn clothes, 
lost buttofis or nap cut from blankets. Positively 
harmless to clothes, curtains or bedding, no matter 
how long clothes are left in washer. 

ATTRACTIVE IN APPEARANCE: Requiring 
little floor space, its neat appearance and its copper 
tub with high-grade pearl gray automobile lacquer 
enamel outside and nickel -plated inside, make it 
truly a woman’s washer — one that will appeal to the mod- 
ern housewife who wants to do the family washing under 
the sanitary conditions existing in her home. 

Copper tub has no seams or corners to wear or tear the 
clothes. Outside finished in automobile gray lacquer, inside 
nickel-plated. 

ALL ALUMINUM WRINGER: Sturdy, non-sagging, re- 
versible type. Equipped with simple safety release which 
is within easy reach and quickly relieves the pressure on 
rolls when necessary. 


Woman 9 s Ideal Washer; Simple , Safe , Thorough 



Made by the manufactur- 
ers of the Famous UNI- 
VERSAL Household Helps 
which are known the world 
over for their high quality 
and lasting service. 


Over all height, 50 
Floor space, 26" square. 
Height to edge of tub, 
Total weight, 175 lbs. 
Weight crated, 235 
Size of tub, 21*4" 

17*4" deep. “ 
Capacity, 15 gal. of 
and 7 lbs. dry clothes. 


If alternating current is specified we mnst know frequency 
(number of cycles). 



The FIN develops a unique washing notion. 


price, complete 9155.00 

F.O.B. F.O.B. Factory 

DEALERS St. Louis New Britain. Conn. 

lots of 1 or 2 9112.95 9109.00 net 

of a, 4 or 5 108.95 105.00 net 



Universal Electric Floor Polisher 

The Universal Electric Floor Polisher will save its cost in a few 
months. It is cheap to operate. Saves the cost of refinishing. Easy 
to use. No manual labor required. Restores all floors to their origi- 
nal beauty. It is rigidly constructed, runs smoothly and does a real 
polishing job, perfect in every way. Has toggle switch placed near 
the Pistol Grip Handle. Brush is of Tampico bristle 4*4 inches in 
diameter and will last indefinitely; is of proper weight and exerts 
ample pressure at all times. 

Polisher weighs 17 lbs., is packed 1 to a carton, with mop, 1 lb. 
of paste wax and 1 pint of liquid wax. Has 25 feet of cord. 

Sheepskin mop is washable and easily detached and replaced. 
Shellacked wood handle not affected by oil or polish. 

Universal Electric Floor Polisher, list $33.75 

Dealers 22.50 

Liquid wax is put up in pint and quart bottles. 

Paste wax in 1 lb. cans. 

% Pt. 1 Pt. 1 Qt. 

Liquid wax $0.50 $0.75 $1.40 

Paste wax, 1-lb! cans $0.85 lb. 
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Emerson Ventilating Fans 



Emerson ventilating fan motors cover 
thoroughly the field for low and medium 
priced ventilating equipment, inexpensive 
to install and economical in operation. 


Type No. 

She 
Fan In. 

Volts Description 

List Price 

Net Price 

Emer. Jr. 

9" 

110 A. C. With Panel 

$17.00 

$12.33 

Emer. Jr. 

9" 

110 A. C. No panel 

14.00 

10.15 

57666 

12" 

110 A. C. With panel 

29.00 

21.03 

57666 

12" 

110 A. C. No panel 

25.00 

18.13 

57648 

16" 

110 A. C. No. panel 

29.00 

21.03 

56248 

16" 

110 A. C. No panel 25 

ey. 30.50 

22.12 

56048 

16" 

110 D. C. No panel 

29.00 

21.03 

56408 

16" 

32 D. C. No panel 

29.00 

21.03 

56408 

16" 

220 D. C. No panel 

30.50 

22.12 

Type 

No Speed Approx. Cu. Ft. 

Blades R. P. M. Air per Min. 

\ Net 

Weight 

Packed 

Emer. Jr. 

4 

1600 500 

16 

45 

57666 

6 

1050 900 

18 

35 

57648 

4 

1600 1250 

23 

46 

56248 

4 

1350 1250 

16 

48 

56048 

4 

1650 1250 

16 

48 



Small Emerson 
Motors 

Split-Phase Type, 
Single-Phase Induction 
Motors, 

Clutchless, 1/30 to 1/3 Hp. 

Emerson General Purpose Motor. % horsepower, for 
110 volts, 60 cycles, 1760 r.p.m., complete with pulley, base, 
plug and cord. 

Type 63417-FB. List price $13.65 


Type Cycles Volte 

46412-JA 60 110 

46417-LJ 
51410-TH 
51415-TH 
51420-QU 
63415-KP 
03425-UH 


H.P. 

R.P.M. 

W 

net 

■•as 

List 

price 

1/30 

1750 

11 

17 

$13.10 

1/20 

1750 

12 

18 

13.40 

1/15 

1750 

18 

23 

13.75 

1/10 

1750 

18 

25 

13.75 

1/8 

1750 

22 

28 

14.35 

I/O 

1750 

25 

32 

14.70 

1/3 

1750 

33 

40 

21 65 


60 

110 

60 

110 

60 

110 

60 

110 

60 

110 

60 

110 


Dealers Discount, AH Types, 25% 



FRANK ADAM FAN HANGERS 


A complete outlet box with re- 
ceptacle and plate with bolt for 
supporting fan. 


FA234 Box size 2%x3%"x2" deep. 
FA234 Plate size 3J^x4J4 / '« 

FHSB Plate size 2^x4#" 


Net Price Each 

Cat. No. Less 10 10 to 25 25 

FA234 $2.00 $1.75 $1.60 

FHSB 1.75 1.55 1.40 


No. 700 Latrobe Fan Hanger 

Anchors fan to Conduit not 
to Outlet Box. 

Mount by slipping over 
Conduit. 

Less than 10 

10 to 25 

25 or more 



$0.60 ea. 
.53 ea. 
.45 ea. 


Emerson Exhaust Fans 



For 60 cycle, 110 volts, single phase 


Codeword 

Size 

Motor 
Type No. 

H. P. 

Net 

Price 

Ibdow 

12" 

43617-LN 

1/30 

$ 24.00 

Ibdud 

16" 

51620-QW 

1/10 

30.45 

Ibfux 

18" 

64620-WQ 

1/6 

47.51 

Icsap 

24" 

73830-NY 

1/3 

81.75 

Ibgeh 

30" 

961030-CR 

1/2 

115.28 

These Fans also supplied for 60 cycles, 

220 volts single phase. 

110 volts D. 

C. and 220 volts D. C. at the same prices. 



Automatic Shutters for Emerson Exhaust Fans 

Fan 


Codeword 

Size 

Dimensions 

Net 

Juron 

12" 

15#xl2#xl5# 

$.6.22 

Jusan 

16" 

18#xl6xl8# 

‘7.73 

Juseg 

18" 

22x19x21 # 

11.47 

Jusih 

24" 

28#x25#x28 

14.85 

Jusox 

30" 

34^x31#x34# 

20.65 


Adjustable Metal Mounting Panel for 12" Ventilating and 
Exhaust Fans 


Codeword 

For Windows 

Net 

Jutag 

Short Panel 

22 to 26" wide 

$3.00 

Jutik 

Medium Panel 

26 to 36" wide 

3.00 

Jutob 

Long Panel 

36 to 46 "wide 

3 00 


National Pyramid Brush Assortment 
No. 50 

For Fractional Horse Power Motors 



Contains 204 Brushes 
of 17 different types 
and sizes. 

75 Springs of 2 diff- 
erent sizes. 

Brushes have turned 
necks to fit springs. 

Springs are made of 
the best grade phos- 
phor bronze wire. 

Net Price Complete 

$7.00 
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Ackerman-Johnson Shields 11 

Aglite Fixtures 34 

Alabax Fixtures, Pass & Seymour 37 

Altman Desk Pushes 27 

American Beauty Irons 46 

Anchors & Shields 11 

Appliances, Household — 

4, 43, 44, 45, 46, 47, 48, 49, 50, 51, 52 

Appliance Plugs 21, 22, 41, 42 

Armored Cable 7 

Attachment Plugs 21, 22, 42 

Auto Lamps 39 

Auto Lamp Display Cabinet 39 

Automatic Motor Starter - 25 

B 

Bakelite Switch Plates 40, 42 

Batteries, Dry Cell 40 

Batteries, Flashlight 39 

Batteries, Radio 38 

Battery Switches 22 

Belden Floor Cords 42 

Bells and Buzzers - 27, 28 

Bell Transformers 32 

Benders, Conduit -....11 

Benjamin Reflectors and Fittings 29 

Blake Insulated Staples 27 

Boxes, Cable & Loom 12 

Boxes, Ceiling 13 

Boxes, Concrete 13 

Boxes, Cutout 13 

Boxes, Floor - 13 

Boxes, Mail - 28 

Boxes, Outlet and Covers 12 

Boxes, Set-up 12 

Boxes, Switch - 11 

Boxes, Switch, for Loom 11 

Box Hangers 11 

Box Supports - 12 

Brackets and Insulators - 10 

Branch Blocks 17 

Brushes, Carbon 53 

Bulldog Saftofuse and Fusenters 26 

Burglar Alarm Devices 27 

Bushings, Conduit 8 

Bushings, Porcelain - 11 

Buss Lamps - 33 

C 

Cabinets, Steel 13 

Cables and Cords - - 5, 6, 7 

Caps, Attachment Plug 21, 22 

Caps, Entrance 13 

Ceiling Boxes 13 

Clamps, Ground 11 

Clamps, Pipe 8 

Clamp Bushings - 13 

Cleats, Porcelain 10 

Clocks, Electric Operated & Time....3, 31 

Conduit, Flexible Metallic ....7 

Conduit, Rigid Iron 8 

Conduit Benders 11 


Condulets, Crouse-Hinds 14, 15, 16 

Connectors, Armored Cable 8 

Connectors, Box 8 

Connectors, Cord 22 

Connectors, Solderless 10 

Cooker, Egg 48 

Cooker, Electric Oven 48 

Cords and Wires „.5, 6, 7 

Cord, Floor - 42 

Cord, for Push Buttons 27 

Cord Sets, Appliance 41, 42, 48 

Couplings, Conduit 8 

Curling Irons 47 

Cutler-Hammer Wiring Devices 20 

Cutouts, Porcelain Fuse _.17 

Cutout Boxes 20 

Cutouts, Edison Plug 17 

D 

Day-Brite Reflectors 30 

Desk Pushes 27 

Door Openers 27 

Door Switches 20 

Drink Mixer 33 

Dryers, Hair 33 


E 


Egg Cooker Set 

Elbows, Conduit 

Electrolets 

48 

8 

13 

Elements, Iron 

Emerson Motors 

41 

... . 53 

Entrance Fittings 

Exerciser 

...13, 15 

2 

Exhaust and Ventilating Fans 

4, 53 

F 

Fan Hangers 

Fans, Exhaust and Ventilating... 

Fish Steel 

Fittings, Armored Cable 

Fittings, Conduit 

Fittings, Outlet Box 

Fixtures, Commercial 

53 

4, 53 

10 

8 

12 

34 


Fixtures, Residence 34, 35, 36, 37 

Fixture Studs 11 

Flasher, Portable Eveready 38 

Fiashers, Sign 31 

Flashlights and Batteries 39 

Flashlight Lamps 39 

Flexsteel Armored Cable 7 

Floodlight Projectors - 28 

Floodlights, Show Case - 28, 30 

Floor Pushes 27 

Floor Polisher 52 

Foursome Convenience Outlet 41 

Fusenters, Bulldog 26 

Fuses, All Styles - 17 

Fuses, Percolator —.48 

Fuse Panels 26 

G 

Glassware for Fixtures 34, 37 

Glue Pots 48 

Griddle Irons 47 

Ground Clamps 11 

Guards, Lamp 31 

Guards, Portable 31 

H 

Hacksaw Blades and Frames 32 

Hamilton-Beach Appliances 32, 33 

Hangers, Box 11 

Heating Appliances — 

4, 43, 44, 45, 46, 47, 48, 49, 50 

Heaters, Portable 49 

Heaters, Space -..32 

Heating Pads - 49 

Holders, Reflector - 29 

1 

Immersion Heaters 47 

Insulators, Glass 10 

Insulators, Porcelain 7 

Irons, Curling 47 

Irons, Griddle 47 

irons, Household 4, 45, 46 

irons. Laundry and Tailor 45 

irons, Soldering 32 

J 

juice Extractor 4 

K 

Keys, Switch Lock 23, 24 

Killark Electrolets 13 

Kitchen Units 34 

Knife Switches 22 

Knobs, Porcelain 10 

Kool-Pull Cord Set 41 

Kwikon Fixture Studs 11 


Lakin Hickeys 11 

Lamps, Auto 39 

Lamps, Buss 33 

Lamps, Carbon and Decorative 37 

Lamps, Desk 33 

Lamps, Flashlight 39 

Lamps, Hand - 31 

Lamps, Mazda, All Wattages 37 

Lamp Coloring 28 

Lamp Cord - 6 

Lamp Guards 31 

Lantern, Delta 39 

Lantern, Warning, Flasher 38 

Levolier Switches 21 

Link Switches - 21 

Locknuts, Conduit 8 

Lo-Lite - 19 

Lugs, Soldering 11 

SI 

Mail Boxes 28 

Mazda Lamps 37 

Metal Molding 9 

Mogul Sockets 19 

Motor Starters 23, 24, 25 

Motors, Power ..53 

Motors, Sewing Machine 32 

N 

National Metal Molding Loom Wire 5 


National Metal Molding and Fittings....9 


O 

Outlet Boxes and Covers 12 

Ovalflex Cable 7 

Ovalflex Connectors and Boxes 8 

Oven Cooker 48 


P 

Pads, Heating 49 

Panel Boards, Residence 22 

Percolators and Sets 43, 44, 45 

Pilot Light 21 

Pipe Clamps 8 

Pipe Straps 8 

Plates for Switches 20, 40, 42 

Plugs, Appliance 21, 22, 41, 42 

Plugs, Attachment 21, 41, 42 

Plug Devices 21, 22 

Plugs, Hubbell 21, 22 

Plugs, Porcelain 21 


Plugs, 2 and 3 Way -.21, 22, 41, 42 

Polisher, Floor - 52 

Porcelain Lighting Fixtures 34, 37 

Porch Rings 34 

Projectors, Floodlight 28 

Propp Electric Specialties -41 

Pull Sockets T Tap 21 

Push Buttons 27 


Radiotrons 38 

Ranges 48, 51 

Receptacles - -21 

Reducer, Electrical 2 

Reflectors, Benjamin - 29 

Reflectors, Day-Brite 30 

Reflector Fttings 29 

Reflectors, Sign 29 

Reflectors, Show Window 28 

Reflectors, Steel - 29 


-42 

..20 


Reynolite Devices 

Rosettes, Porcelain - 

S 

Sew E-Z Motor 32 

Shades, Tin 28 

Shadeholders 19 

Shields and Anchors - 11 

Signal Receptacle and Plate 21 

Sign Flashers 31 

Sockets 17, 18 

Socket Bases and Caps 17 

Sockets, Candelabra 18 

Sockets, Electrolier 17 

Sockets, Mogul - 18 

Sockets, Reflector 29 

Sockets, Weatherproof 18 

Solder - 10 

Soldering Irons 32 

Soldering Dugs 11 

Solderless Connectors 10 

Speaking Tube - 31 

Spray Gun - 4 

Square D Switches 23, 24, 25 

Staples, Blake 27 

Steel Fish Tape - 10 

Stoves, Disc, Table 46, 47 

Straps, Pipe 8 

Studs, Fixture - 11 

Supports, Box 12 

Switches, Battery 22 

Switches, Ceiling Pull 20 

Switches, Combination 17 

Switches, Door 20 

Switches, Entrance 17 

Switches, Feed-Thru 20 

Switches, Flush 20 

Switches, Knife 22 

Switches, Levolier and Link 21 

Switches, Motor Starting 23, 24, 25 

Switches, Pendant 20 

Switches, Plug, with Convenience 

Outlets 20 


Switches, Pull 

Switches, Push ... 
Switches, Safety 
Switches, Snap 


20 

20 

22 

21 


Switches, Square D 23, 24, 25 

Switches, Toggle 20 

Switches, Universal 25 

Switch Box li 

Switch Plates 20, 40, 42 


T 

Table Stoves 46, 47 

Tape, Rubber and Friction 10 

Tape, Steel Fish 10 

Testers, Voltage 26 

Time Clocks 31 

Tirex Cord 6 

Toasters 46 

Toggle Switches 20 

Torches, Blow 32 

Transformers 32 

Tubes, Porcelain 9 

Tubes, Radio 38 

Tube, Speaking 31 


Universal Appliances — 

43, 44, 45, 46, 47, 48, 49, 50, 51, 52 


Universal Service Switches.... 
Uno Shadeholders 

.’..25 

V 

Vacuum Cleaners 

Ventilators 

4 63 

Vibrators 

X9. 

Violet Ray Machines 

32 

w 

Waffle Irons 

Washing Machine 

K5> 

Wilwear Range 


Window Alarms 

Wires, Cords and Cables 

5, 6, 7 

X Y l 

X-Ray Reflectors 
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FANS! EMERSON FAN'S!"] TOASTMASTER 

Automatic Electric Toaster! 



